CR GEDE- PET Goog PERZ 
See 


CHITECTURAL 
RTS EDITION 
VEMBER 1965 


13TH ANNUAL 


— "T = Rue WOOD DON 


gue 


GOING UP...WITH FLEXICORE Another structure takes its place in the sun with a FLEXI- 
CORE floor and roof system. The construction is rapid — just a crane and a few helping hands are all that 
are necessary to swing a precast concrete FLEXICORE deck into position. Moments later, the deck is ready for 
other trades to begin working. No lengthy pours, no wait for curing, no bad-weather delays. The smooth 
hollow cells provide electrical raceways or ducts for warm and cool air circulation as well as a 5096 reduction 
in weight over solid concrete slabs without sacrificing structural strength. Ceilings need only a spray of paint 
to bring out the natural beauty. FLEXICORE is fire resistant and reduces noise transmission. Contact a 
STRESCON Representative for further information. 
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STRESCON INDUSTRIES 


Philadelphia + Baltimore + Washington + Hampton 
IN HAMPTON, PHONE 838-O330 
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The Ross Building —8th & Main Streets 


The knowledge and experience 
necessary for the creation 
of projects such as these 

is readily available to assist 
you in your commercial 
or industrial developments. 


Soon: A fully staffed residential Sales Office 
in Richmond's West End, 5421 Patterson 
Avenue, in addition to our complete facilities at 
2 S. Fifth Street, Downtown Richmond. 


Our 55th Anniversary 


Harrison & Bates, 


INCORPORATED 


R 


2 S. Fifth Street, Richmond, Va., 23219, 
Phone MI 4-2965 
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< F R. N. ANpERSON, JR., AIA 
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“Second Class Postage Paid at Richmond, Va.” 
SUBSCRIPTION PER YEAR $3; TWO YEARS $5 


Published Monthly at the State Capital 
Dy Virginia Publishers Wing, Inc. 
Eorromiat Orrices: 109 North Bru Street 
Phones MI 4-6717 — 4-2722 
Virainta Recoro is ап independent publication cooperating with all organizations that have for their ob- 
jectives the welfare and development of Virginia. While this publication carries authoritative articles and 


features on statewide and local industries. business, governmental and civic organizations, they are in no other 
respect responsible for the contents hereof. 


Please address all mail to: 
P. O. Drawer 2-Y, Richmond, Va. 23205 
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Disturbia 


XV: WERE DRIVING ВАСК from Charlottesville on a Sunday when, about ten 
miles west of the Richmond city limits, our lane of the two-lane highway 
became jammed with one of those lengthening parades, in which you poke along, 
halt, and then creep forward a few yards before halting again. Preferring the risk 
jof the unknown, we turned off on an unfamiliar road that led generally southward. 
We calculated that in time we would reach one of the main east-west thorough- 
ares into the city. 

Shortly after Route 250 lay behind, we began to pass areas containing group- 
ings of houses. These groupings could not rightly be called neighborhoods, nor 
could they be defined by any category known to me. Sometimes there were no 
more than eight houses; sometimes they seemed to be in the hundreds, These 
communities had no boundaries, no beginning, no end, no center. The one point 
of similarity was that in each grouping the houses were all alike, Some of them 
ere on flat land; on some the land dipped in the front, on others the land dipped 
n the back. Whatever the tilt of the terrain, each group gave the impression of 
eing a reproduction of another group. 

After passing a number of these similar communities, and being on an un- 
amiliar road, I began to think we were going in a circle. There was the growth 
f a panicky feeling that I was trapped in some kind of modernistic maze and 
ould never see anything again except these lifeless-looking clots of similar 
ouses. When finally we emerged on a recognizable road, the impression of un- 
eality did not leave me. 

Years ago when I was living in Hollywood, I used to walk by houses that 
ave me the impression of impermanence—as if they would not be there when I 
came back. Away from Hollywood the memory of these unsubstantial-looking 
ouses blurred into the memory of the fronts of buildings on studio “streets.” 
t was as though the whole visit had been spent in an environment of stage-sets. 
ut that was a world of make-believe. 

The experience in the unmarked area west of Richmond was more like an 
allucination. It was not as though all the clots of houses would go away: 
t was as if they never existed except in a nightmare. I could envision these 
isembodied groupings continuing to spread westward, like some sort of in- 
onceivable blight, all the way to Charlottesville. The lines of demarcation be- 
ween eastern Virginia and the beginning rolls of the Piedmont would be extin- 
ished. The earth would be covered with these endlessly proliferating clumps of 
haracterless houses. 

But this was not a nightmare. It was a pre-vision of the new megalopoles which 
e are told will spread from Boston to Jacksonville, westward to Chicago and 
allas, on to the Rockies. Even the Painted Desert would disappear under rows 
f identical houses, and hillside sites would cover the walls of the Grand Canyon. 
ho is responsible? Nobody. 

Long ago semi-urban communities, called suburbs, grew around the definable 
enter of cities. As the cities became congested and decay resulted from the lack 
Í future planning, the suburbs began to stretch into what had been rural areas. 
hey stretched so far that the heart of the city (Continued on page 87) 
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VIRGINIA ARCHITECTS & ENGINEERS MEET 


е The Virginia Chapter of the Ameri- resumed their joint meetings in Roa- tion, which drew hundreds of architect 
can Institute of Architects and the Vir- поке October 14-16. and engineers to Roanoke, is showr 
ginia Society of Professional Engineers Some of the activity at the conven- on these pages, At upper left Ken Mot 
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ley, АТА Chairman for the meeting, is 
shown with two of his attractive assist- 
ants at the registration desk. Next is 
the Litecontrol booth, displayed by 
“Red” Johnson of Newport News. The 
exhibits of various building materials, 
equipment, systems, etc., was a feature 
of the meeting. 

Left to right in the center of the 
page are I. Russell Berkness, president 
of the Virginia Association of Profes- 
sions as he spoke to a joint meeting of 
the architects and engineers on the 
subject of VAP; the handsome Hankins 
& Johann booth, which was presided 
over by Dan Kalman and Foster 
Johann, and Hugh W. Brenneman, ex- 
ecutive director of the Michigan As- 
sociation of the Professions, speaking to 


BETHLEHEM 
STEEL 


to tell the Virginia Story 


the joint meeting on the value of pro- 
fessional associations. 

Left to right along the bottom of the 
page: Henry Huband, of Baskervill & 
Son, examines the Pittsburgh Plate 
Glass exhibit while Miss Quensen, Mr. 
Francis, Mrs. Johann and Mrs. Quen- 
sen enjoy the social aspects of the 
meeting. 

On the right hand page, left to right: 
another handsome booth—from the 
Buckingham Slate Corporation of Vir- 
ginia; three views of the large turnout 
at the joint meeting on Association of 
Professions where (in the right hand 
photo) John R. Booton is shown in- 
troducing the featured speaker, H. W. 
Brenneman. Along the bottom of the 
page are seen Bob Simpson and Bill 
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Joe Addison and another view of the 
meeting. 

During the Saturday meeting of the 
AIA Chapter, the architects nominated 
as 1966 officers: Howard R. Kiester, 
Jr., as president; Clarence W. Meakin 
and John Wilson, vice-presidents; Ken- 
neth Motley, secretary; Horace G. Free- 
man, treasurer; and Richard Meagher, 
Ernest M. Frank, Ben R. Johns, Jr., 
and Gordon B. Galusha, directors. The 
group also decided that the profits 
from the meeting, which have in previ- 
ous years gone to the Virginia Founda- 
tion for Architectural Education will 
be instead put in the Chapter treasury 
because of the increased demand for 
funds by Chapter activity. 


PAGE SEVEN 


The 40 year old, 250 ft. high chim- 
ney of the Continental Can Co., 
Hopewell, was repaired, after dam- 
age by hurricane by pouring a 
5” thick reinforced concrete shell 
around the entire exterior surface. 
Work performed while chimney was 
operating. 


Consolidated 
Chimney Co. 


8 S. Dearborn St. 
CHICAGO, ILLINOIS 
Represented in Virginia by 
Engineering Equipment Co., Inc. 
8536 Patterson Ave. 
Phone 282-4258 
RICHMOND, VA. 


тне STALEY CO., inc. 


STEEL & ALUMINUM WINDOWS 
STEEL DOORS 
METAL SPECIALTIES 


TRUSCON STEEL BUILDING PRODUCTS 


PHONE MILTON 4-4539 


2205 TAZEWELL ST. 


Width 


RICHMOND, VA. 


Depth, lower section 
Depth, upper level. . 


SPECIFICATIONS 


Height (adjustable) . 
Height to cooking top (adjustable)... . 


Lower Oven... . 24” wide x 19" deep х 13" high 
Eye-level Oven. .21" wide х 12" deep х 11" high 


HARDWICK 


MODELS ........ 


wide variety of models available with 
features such as: Thermal eye top ele- 
ment, Lift-off door with chrome lining 
and oven window (lower oven), Rotis- 
serie (lower oven), and others shown 
on price list. 


ELECTRIC 
BUILT-IN RANGES 


COLORS _ sci into ne 


rainbow arid choose опе... Pink, Yel- 
low, Turquoise, Antique Copper. 
Brushed Chrome and Sparkling White, 
too. All blend perfectly with the stand- 
ard brushed chrome cooking surface, 


Distributors 


Bluefield Hardware Company 


RICHMOND, VIRGINIA — AND — ROANOKE, VIRGINIA 


PAGE EIGHT VIRGINIA RECORD Founded 1878 


VAP to Hold та 
Ist Annual Meet — Winebarger Corporation 


9 The Virginia Association of Profes- 
sions will hold its first annual meeting CHURCH FURNITURE 
at the John Marshall Hotel in Rich- 
mond on December 7. 

There will be a membership meeting Route 2, Wards Road Telephone 239-2671 
and business session in the afternoon Y 
staring at 1:00 P.M. Ten new mem- LYNCHBURG, VIRGINIA 
bers will be elected to the Board of 
Jirectors to join the eight appointed by 
the member associations. Officers for 
1966 will also be elected. | 
Following a reception and dinner 
hat evening, members of the associa- 
ion will hear an address by Dr. Edward | 
R. Annis, of Miami, a Past President of 
he American Medical Association. 
Doctor Annis, who is a surgeon, serv- | 
`d as chairman of the AMA's National 
speakers Bureau for a year prior to | 
15 election in 1962 as President-Elect 
X the Association. 

From 1963 to June 1964 Doctor | 
nnis was President of the World | 
fedical Association. He is the second | 
American to hold the offices of presi- 
lent of the AMA and УМА simul- | 
И сопу, 


(Continued on page 10) 
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Linton-Stockton Elementary School. Designers: T. C. Dorste and S. G. Pantazi, 
Indianapolis. Structural engineer: Е. Е. Burroughs, Indianapolis. 


Modern school uses precast concrete... 
reduces costs to less than #1100 per square foot! 


How to get the best school at the lowest cost. This is a common 
problem in growing communities. The Linton-Stockton Elemen- 
tary School in Linton, Indiana, solved it with precast concrete. 

The school building has received wide acclaim in educational 
circles . . . and the cost was only $10.87 per square foot. 

There are 36 classrooms in all, each averaging 1200 square feet 
| in size. Total accommodations: 1200 pupils, Total cost for this 
80,000 square foot school: $870,000. 

Construction was relatively simple. The frame was formed by 
precast concrete members supporting precast roof slabs. All pre- 
casting was done at the site. 

Careful planning, standardization of members and re-use of 
forms helped hold down costs and building time. Other advan- 
tages include low maintenance, long life, low annual cost and high 
fire safety. If your community is considering a new school, it 
should consider precast concrete. Free information on request. 


PORTLAND CEMENT ASSOCIATION 
1508 Willow Lawn Drive, Richmond, Va. 23230 


| A national organization to improve and extend the uses of concrete 
VAP Speaker | 
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— INCORPORATED — 
GENERAL CONTRACTORS 


647 SALISBURY BOULEVARD + TELEPHONE: PIONEER 2-6151 


SALISBURY * MARYLAND 


A third of a century ago Harman Fur Farms were pioneers in the then 
new business of farm raising mink and foxes. Today well dressed women over 
much of the world are wearing Harman Furs and they are known wherever 
fine furs are worn. 

Here at the farms standard colors and rare new color types are bred and 
improved. 

These furs are available to you, ready to wear in coats, capes and stoles 
in our fur Shop in Christiansburg, at farm prices. 
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He has won prominence as a speaker 
and debater, appearing on dozens of 
nationally televised programs. 

Doctor Annis was born in Detroit 
on March 27, 1913. He was graduated 
from the University of Detroit with a 
BS degree in 1933, Five years later he 
earned his MD degree from Marquette 
University School of Medicine and be- 
gan his medical practice in Tallahassee, 
Florida. In 1943 he moved to Miami 
where for 10 years he was chief of the 
Department of General Surgery at 
Mercy Hospital. 

For several years he served as a di- 
rector of the Family Service and Senio 
Citizens division of the welfare plannin; 
council of Miami. He is a member o 
the Kiwanis and the Dade Count 
Chamber of Commerce. 

In 1958 Doctor Annis was awardec 
the Brotherhood medal of the Nationa 
Conference of Christians and Jews. Ir 
1961 the Florida State Medical As 
sociation gave him the first annual A 
H. Robins Company award for “Out 
standing Community Service Бу 
Physician." 

Doctor Annis is married to th 
former Betty McCue Stark. They hav 
eight children, four boys and four girls 


Membership in the new Virginia As 
sociation of Professions had reached 
(Continued on page 13) 


Over 40 Years Experience 


A. N. Ascosi 


& Sons 
Tile and Marble Co., Inc. 


THE ORIGINAL 
ASCOSI TILE & MARBLE CO. 


REAL CLAY TILE 


TILE MD. 
SLATE VA. 
MARBLE WASH. 


For New Construction 


e BATHROOMS 
е KITCHENS 
e PORCHES 


LAwrence 9-1300 
2410 - Otis St., N.E. 
WASHINGTON, D. C. 


NOVEMBER 196 


IN a Binp? 


В А : А " BRA 
To get your Design ideas faithfully executed in Glass and Metal? 41 рамена 
‘ty He SERVING THE SOUTH 


Call on Binswanger for the experience and know-how to get the job done. 


LJ 
RICHMOND 3300 W. LEIGH STREET EL. 9-3201 + — 


CHESAPEAKE 1700 ATLANTIC AVENUE 543-3531 


NEWPORT NEWS 4500 WARWICK BOULEVARD 245-8841 | GLASS COMPANY | 


Made in Virginia 


WESTBROOK 
ELEVATORS 


ө Passenger Elevators 
@ Residence Elevators 
ө Freight Elevators 
e Dumb Waiters 


“Many hundreds of 


WESTBROOK 
ELEVATORS 


in use throughout the 


South” 


WESTBROOK 


Elevator Mfg. Co., 
Inc. 


Factory & Office 

410 Spring Street 

Danville, Virginia 
SWift 2-7234 


Branch Office 
2015 Roane St. 
RICHMOND, VIRGINIA 
MI 8-5394 
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Commercial е 


BElmont 6-2261 


T. F. FRICK J. P. VASS 


FRICK, VASS 
& STREET 


INCORPORATED 


PAINTING AND 
DECORATING 


INDUSTRIAL 


COMMERCIAL 


2614 Hull Street 
Richmond 24, Virginia 
Telephone BE 2-2161 
State Reg. No. 2812 


GALAX PLUMBING AND 


HEATING CO., INC. 


PLUMBING AND HEATING CONTRACTORS 


Residential © Industrial 


KELVINATOR APPLIANCES 


Route 89, Box 278 
GALAX, VA. 


SNOW, JR. 
AND 
KING, INC. 


Masonry 


Contractors 


2415 Church Street 
Phone 627-8621 
NORFOLK 4, VA. 


BODNER & MANUEL, INC. 


ESTABLISHED 1937 


Ав CONDITIONING ө 


DISTRIBUTORS е CONTRACTORS 


Phone 622-7063 
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REFRIGERATION 


e HEATING 


ENGINEERS 


537 W. 21st Street 
NORFOLK, VIRGINIA 


Founded 18 


nearly 300 by the first of this month. 
All of the members of the five state- 
wide organizations approved for mem- 
bership — the Virginia Chapter AIA, 
The Medical Society of Virginia, the 
Virginia Bar Association, The Virginia 
State Dental Association and the Vir- 
ginia Society of Professional Engineers, 
—plus those of the Virginia Pharma- 
ceutical Association, will be invited to 
attend the meetings whether or not 
they have joined VAP. 

A number of prominent professional 
men in the state have made statements 
supporting the new association. 


Marcellus Wright, Jr., FAIA: 

“With the advent of even greater re- 
sponsibilities being imposed upon all of 
the professions by law and by govern- 
ment, it becomes increasingly helpful 
and beneficial to each group to рго- 
vide a means for interchange of infor- 
mation and procedures in meeting cer- 
tain of our problems which we face in 
common.” 

Louis L. Scribner, FATA: 

“Coordinated action by all of the 
professional groups is necessary to im- 
prove understanding and cooperation 
between and among their various mem- 
bers. 

“We need improved educational pro- 
grams offering more adequate prepara- 
tion for professional life, 

“Encroachment on professional rights 
and a trend toward socialization are 
threats to all of the professions. 

“All of these might best be met 
through an association of professionals 
in Virginia.” 

(Continued on next page) 


ELECTRIC 


COMPANY, INC. 


15 KENNEDY STREET, 
NORTHWEST 

WASHINGTON, D.C. 20011 
TELEPHONE RAndolph 6-5858 


VA. D.C. Мо. 
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Civic Center, Norfolk 
Ross Bldg., Richmond 


910 Capitol, Richmond 
St. Mary’s Hosp., Richmond 


Joshua Swain & Company, Inc. 
CERAMIC TILE — MARBLE — TERRAZZO 


COMMERCIAL — INDUSTRIAL — INSTITUTIONAL 


Phones: 
EX 7-8861 
393-6231 


Portsmouth, Virginia 


See Us At Our New Home 


Our Tidewater Branch Is Now Located On 
Muller Lane, Newport News, Va. 


Phone 595-2223 


EQUIPMENT COMPANY 
EUN E OR PO RA T ED 


GLEE TAN 
44 HE ке 
ROANOKE LYNCHBURG RICHMOND 


14th St. & Center Ave. 2280 Carroll Ave. 2104 N. Hamilton 
342-8991 845-5981 353-3933 


W. H. STOVALL & CO., INC. 


303 S. 2nd St. Richmond, Va. 


SALES REPRESENTATIVES For THE FOLLOWING: 


Georgia White Cherokee Marble 


Alabama Amco Cream Marble 
Cupples Curtain Walls 


Cupples Windows & Entrances 


Cupples Windows & Sun 
Screens, Tennessee Marble 
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GLAZED PRODUCTS, INC. 


An AFFILIATE OF MarTINSVILLE CONCRETE Ркористз, INC. 


Manufacturers of DE GO R - G LCA TANS, 


(Glazed Structural Masonry Units) 


Phone 638-8403 MARTINSVILLE, VIRGINIA P. O. Box 804 


Кызго 


Building and 
Industrial Construction 


Since 1925 


Doyle and Russell 
Inc. 


St. Reg. A-19 


Offices: Central National Bank Building, Richmond, Va. 23219 
823 West 21st Street, Norfolk, Va. 23517 


NATURAL SLATE 


An ageless beginning - - - yet today Natural Slate is “of age" 
in the modern designing trend. Its neutral color and velvet- 
like finish complement perfectly today's colorful decorating 
schemes. 


Only a product of Nature can provide such dependable service 
under hard usage conditions. Natural Slate is sanitary, durable, 
strong, non-absorptive and will not contract or expand. 


For your protection insist on Slate quarried in Pennsylvania, U.S.A. 


NATURAL SLATE BLACKBOARD CO. 


and THE STRUCTURAL SLATE CO. 
PEN ARGYL, PENNSYLVANIA 
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“If the professional man is to main- 
tain his proper position in our society, 
it would appear that he must be rep- 
resented by an organization which is 
sufficiently large and strong to protect 
the fundamental freedoms upon which 
professionalism is vitally dependent." 

I. Russell Berkness, P.E., president of 
the newly-formed Virginia Association 
of Professions, quoted this statement 
recently during a talk to members of 
the Richmond VSPE Chapter. 


Endorsements have come from Alex- 
ander W, Parker, a Richmond attorney 
and past president of the Virginia State 
Bar Association, who observed that 
VAP is “an association which extends 
to professional men the opportunity for 
greater mutual understanding, protec- 
tion and benefit” and one which “can 
be a great boon to all the professions.” 

Dr. Moffett H. Bowman, president 
of the Virginia State Dental Associa- 
tion, said that it is his “sincere wish 
that every dentist in Virginia will supy 
port VAP and become an individual 
member. If the ever-growing monster 
‘Socialism’ is to be circumvented, it 
must be done at the voting booth. We 
must join other groups with a similar 
purpose in order to make our purpose 
significant.” 

“The day has long passed when the 
individual professional society can stand 
alone,” commented Louis A. Oliver, 
president of the Virginia Chapter of 
the American Institute of Architects. 
“There is a real need,” he continued, 
“for the joining of the efforts of these 
professional societies in order that they 


(Continued on page 16) 


WAYNE INSULATION 


W. M. Wuit Low, Prop. 


Homre—ComMERCIAL— INDUSTRIAL 


New & Old Construction 


OWENS-CORNING WICOR 
WATERPROOF 
FIBERGLAS UNDERGROUND 


TM REG US PAT OFF INSULATION 


Homes SPECIALISTS 
INSULATED FROM IN Pipe 
CRAWL SPACE Borer & Duct 
To Artic COVERINGS 


Free Estimates—Work Guaranteed 
FINANCING ARRANGED 
Phone 971-6770 
If No Answer Call KE 6-8359 


Route #6, Box 255 
ALEXANDRIA, VA. 


Founded 1878 


PRILLAMAN 
& PACE, 
INC. 


Plumbing—H eating 
lir Conditioning—Sheet Metal 


830 Brookdale P. O. Box 1303 
MErcury 2-6308 
MARTINSVILLE, VIRGINIA 


S&W 
STEEL 
OMPANY, 
INC. 


Structural Steel 


MISCELLANEOUS 
& 
ORNAMENTAL 


TRON 


Phone 355-2823 
1011 N. Lombardy 


Richmond, Va. 
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Barker 
Construction 
Со., Ine. 


SHIELDS, INCORPORATED 


Wall and Ceiling Systems 


Y Winston-Salem, N. C. * Norfolk, Va. * Roanoke, Va. 
General Contractors 


18 Years Experience 


Specializing in 


REMODELING 


AND W, Li 
ALTERATIONS WACHTER 


of Commercial Buildings— 
Store Fronts 
Electrical 
Phone EL 3-5596 
2100 North Hamilton St. 
RICHMOND, VIRGINIA 


Contractor 


COMMERCIAL 


INDUSTRIAL 


WORSHAM 
& RESIDENTIAL 
CREWS, 


INC. Phone AT 8-1662 


Electrical Contractors 


St. Reg. 6354 5600 W. Marshall St. 


3172 Spring St. Richmond, Virginia 
Phone 273-7761 
FAIRFAX, VIRGINIA 


T. C. BRITTAIN COMPANY 


General Contractor 


COMMERCIAL — INDUSTRIAL — INSTITUTIONAL 
Va. State Reg. # 2874 


P. O. Drawer B 


Decatur, Georgia 


Phone: Area Code 404 
373-5727 
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GENERAL 
CONTRACTORS 


St. Reg. No. 6011 


1700 E. Washington St. 
Phone RE 3-8637 
PETERSBURG, VIRGINIA 


COMMERCIAL * INDUSTRIAL 


FRANCHISED DEALER FOR AMERICAN STEEL BUILDINGS 


CHESAPEAKE MASONRY CORP. 


Masonry Contractor 


St. Reg. #5649 


P. O. Box 205 PA 3-6334 


HAMPTON, VIRGINIA 


THOMAS HARRIS & COMPANY 


MANUFACTURERS' REPRESENTATIVES 
QUALITY LIGHTING е ELECTRIC SPECIALTIES 


Strategic Office Locations For Your Convenience 


ARLINGTON 
WYNN MEREDITH 
3529 B S. Stafford 

Pho. 549-8513 


RICHMOND 
TOMMY HARRIS 
P. O. Box 9195 
Pho. 266-3185 


ROANOKE 
BOB DAVIS 
P. O. Box 4095 
Pho. 774-6029 


VA. BEACH 
BUD HUSTED 
404-27th St. 
Pho. 428-8717 


GRAVES CONSTRUCTION 
CO., INC. 


General Contractor 


St. Reg. #4524 


COMMERCIAL * INDUSTRIAL * MUNICIPAL 


Phone 552-2232 1501 S. Main St. 


BLACKSBURG, VIRGINIA 
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may best serve their individual mem- 
bers through the benefits to be gained 
from working with others with common 
problems.” 

Dr. Lewis W. Webb, Jr., president of 
Old Dominion College, and winner of 
the 1964 Engineer of the Year Award 
of the Virginia Society of Professional 
Engineers, observed that “the programs 
that VAP proposes . . . will enable the 
organization to serve the interests of 
the public as well as those of the pro- 
fessions. I am certain that the unity of 
purpose and dedication which will be 
created by VAP will enable its mem- 
bers to render even greater service in 
the future. 

“Surely, since the 13 original states 
insisted that the Constitution contain 
checks and balances, constitutional 
limitations and a Bill of Rights, we 
should have the courage and integrity 
to insist that these safeguards be main- 
tained and that they not be destroyed 
or diminished by the centralization of 
power in Washington. | 

“The greatest need in this country 
today,” he declared, “35 for a resurgence 
of morality in public service—a new 
and honest respect for the spirit and 
meaning of the Constitution and a firm 
resolve by those who have sworn to 
protect and defend it, to abide by that 
oath.” e 


E. T. Gresham 


Co., Ine. 


1038-1068 West 26th St. 
Telephone MA 7-4583 


INDUSTRIAL CONSTRUCTION 
MorTo-CRANE SERVICE & 


Heavy HAULING 


— Since 1916 — 


NORFOLK, VIRGINIA 


Founded 1878 


OWEN STEEL COMPANY 


OF 


NORTH CAROLINA, INC. 


TELEPHONE 865-8571 — Р. О. BOX 1657 
Area Code 704 


GASTONIA, N. С. – 28053 


Virginia Asphalt Contractors Clyde R. Royals and E. G. Bowles 


BUY NEW ETNYRE FX 700 Bituminous Distributor 


WHY?-Constant Нон ое ногвцани Ресава 
Maintenance ° : 
and 
ONE 
MAN 
CONTROLS 


; 4 i ж 
x ома. 
Write or Phone for Details 


Paving Equipment & Products Co., Inc. 


P. O. Box 7508—Richmond, Va.—648-0127 
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Hyacinths Bring 


Earliest Bright Colors 4 o 


Perfect Balance 


to Garden 
SMALL enough to give prompt personalized service. 
ANNE MARIE—Pure Pink 

CITY OF HARLEM —Pure Yellow 
DELFT BLUE-—Porcelain Blue 

KING OF THE BLUES—Dark-Blue 
LA VICTOIRE—Brilliant Rose-Crimson 
L'INNOCENCE-—Pure White 
MARCONI—Bright Deep Rose 
OSTARA—Pure Blue All Over 

PINK PEARL—Clear Pink 

QUEEN OF THE PINKS—Rosy Pink 


BIG enough to supply technical “know how” 
and assured supply. 


LEADING Independent Vi irginia Supplier of Kerosene, 
No. 2, No, 4, No. 5 and No. 6 Fuel Oil. 


PETROLEUM MARKETERS, 
INC. 


P. O. Box 1656, Richmond, Virginia 
Phone Milton 8-7281 


R. G. Roor, President 
Н. Gopwin Jones, Vice President 


The above Hyacinths may be had in two sizes. 
Lucius Е. Cary, JR., Vice President and Sales Manager 


WOOD’S EXHIBITION HYACINTHS 
EXTRA LARGE BULBS 


Postpaid, 40¢ each; $3.00 per dozen; $20.00 per 100. 


WOOD’S SUPERIOR BEDDING HYACINTHS 
Postpaid, 3 for 654; $2.00 per dozen; $12.00 рег 100. 


LOCHER BRICK СО., 
INC. 


We Davea Tanga Аздан GLASGOW, Rockbridge County, VA. 


of other bulbs 
Telephone CLifford 8-2853 


Phone or write for bulb catalog! Was 
Manufacturers in Virginia since 1847 


Manufacturers Handmade Claywares since 1929 


Т. W. WOOD & SONS 


чвы ыйы us ыйы: wn mao tir vas 
Richmond. 


SALES AND SERVICE OFFICES—Virginia; Contact 
local building supply dealer or dial Glasgow CL 8-2853. N 
North and South Carolina; phone Rocky Mt. 6-5810 
or Charlotte phone Franklin 6-1149. Georgia and 
Southeastern States; phone Atlanta TR 5-0043. 


WOOD'S SEED & GARDEN CENTER 
7210 W. Broad St., 288-1996 14th St., MI 3-2715 


The Oldest and Largest Seed Firm in the South 
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PUAV Sponsors 
Seminar on Electric 
Environmental 
Control 


€ The concept of obtaining heat from 
lights within a building was discussed 
by R. B. Darling, Executive Sales Di- 
rector, Barber-Colman Company, New 
York, at a conference at the Hotel Roa- 
noke, October 24-26. The talk, *Har- 
ness the Energy within the Building," 
was part of a seminar on electric en- 
vironmental control for architects and 
professional engineers, 

The seminar, sponsored by the elec- 
tric utility members of the Public Util- 
ities Association of the Virginias 
(PUAV) and participating companies, 
had as its theme, “New Dimensions in 
Design.” 

Some 400 architects, professional en- 
gineers, and professors of architecture 
and of electrical and mechanical engi- 
neering from Virginia, West Virginia, 
and the District of Columbia attended 
the seminar, 

Heat from light has been the topic of 
much recent discussion. The October 
issue of Fortune magazine said, “A 
‘heat/light’ system is generally com- 
petitive in cost with a conventional 
heating and cooling arrangement, and 
makes possible some economies in gen- 
eral construction costs. No boiler plant 
is needed, ducts can be smaller than is 
usual in air conditioning systems, and 
the fans less powerful. It also saves 
money on heating bills.” 

Other systems for controlling the en- 
vironment electrically were discussed 
by a number of educational and indus- 
trial leaders from throughout the na- 
tion. According to E. T. Diggs, chair- 
man of PUAV's Electric Sales Сот- 
mittee and marketing manager for Vir- 
ginia Electric and Power Company, a 
member of PUAV, the speakers were 
chosen for their ability and their knowl- 
edge of the various topics. 

Some of the speakers included: Her- 
bert L. Laube, General Manager, Rem- 
ington Air Conditioning Division, The 
Singer Company, Auburn N. Y, 
"Progress in Incremental Systems"; 
Henry Wright, Regents-Professor of 
Environmental "Technology, Kansas 
State University, *Architectural Design 
Aspects of Electric Heat": and Arthur 
L. Clark, Vice President, Virginia Elec- 
tric and Power Company, Richmond, 
"Growth of Electric Heating.” ө 
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WHITENER & SKILLMAN 


General Contractors 


SPECIALIZING IN FEDERAL, STATE AND 
MUNICIPAL GOVERNMENT PROJECTS IN 
THE METROPOLITAN WASHINGTON AREA 


929 West Broad St. Phone 532-0566 
FALLS CHURCH, VIRGINIA 


Complete Line 
YORK CHAMPION MODELS 
AIR CONDITIONING 


DIAL 


“RIGHT SIZE ICE” 
with 


YORK 


ICE MAKERS! 


Low Silhouette styling architecturally 
designed to blend with exterior 
building decor. 


Š А за 
King-size cubes... 
delicate Thinice... 

any size in between! 


FULL TIME COOLING 
AND DEHUMIDIFYING 


* All sizes from one machine with 
built-in dial. 


Tailored Installation 


* Quality ice—clean, pure, hard, 
long-lasting. 


Uniform, Automatic 


* York Guaranteed Capacity Cer- 
tificate. 


Temperature Control 


* Automatic self-cleaning to save 
money. 


with the 
YORK CHAMPION LINE 


Optional ice crusher. 


Get more facts now. Call: 


Bluefield Hardware Company 


Distributors 


RICHMOND, VIRGINIA — AND — ROANOKE, VIRGINIA 
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A NEW CONCEPT 
IN EXPOSED AGGREGATE 


FOR EXTERIORS FOR INTERIORS 


A TROWELED ON EPOXY MATRIX 
FEATURING ON-SITE APPLICATION 


HAMPTON ROADS ACADEMY 
NEWPORT NEWS, VA. 


um 7 N| 4 


FACTORY APPROVED TUFF-LITE APPLICATO 


Са бес TILE COMPANY, Inc. 


Telephone CH 4-4919 P. O. Box 785 
660 THIRTY-NINTH STREET NEWPORT NEWS, VIRGINIA 


Richmond Area’s First Educational TV 
* Station WCVE, Chesterfield County ° 


BASKERVILL & SON 
Architects 


TAYLOR & PARRISH, INC. 
General Contractor 


W This building is the first television station in the Rich- 
mond area devoted entirely to the presentation of educa- 
tional programs. It is located in Chesterfield County on one 
of the highest pieces of land in the Richmond area. 

The facility consists basically of an administration and pro- 
gramming area, a large property storage room, a large 
production studio and a master control room. 

In the administrative suite there are private offices for 
the general manager, the program director, and a production 
manager, a general business office with adjacent mimeograph 
room, and three offices for eight teachers. There are also 
two rooms for teachers where displays may be prepared prior 
to a production, and a combination conference and re- 
hearsal room. 

The property storage room is 36' x 40^ with a truck en- 
trance which will permit a vehicle to drive into the room 
and to continue on through another large opening into the 
production studio. The room has also been designed for 
future conversion to another production studio. 

The production studio is 34^ x 56’ with a clear height of 
16'-6" and a pipe grid, to which lights and equipment can 
be attached, mounted at 14/0" above the floor. Adjacent 
to both the studio and the property storage room is a pro- 
duction control room with an announcers booth. Large 

( Continued on page 83) 


VIRGINIA RECORD NOVEMBER 1965 


(Photo by Jim McElroy) 


SUBCONTRACTORS & SUPPLIERS 
Hammond Masonry Corp., masonry; Liphart 
Steel Co., Inc., steel; N, W. Martin & Bros. 
Inc., roofing; Binswanger Glass Co., windows, 
aluminum entrances; Frick, Vass & Strcet, Inc.. 


painting; McL. T. O'Ferrall & Со., acoustical 
tile; Ruffin & Payne, Inc. millwork; Oliver 
Bros. Electrical Contractors, Inc., electrical 
work; J. W. Bastian Co., Inc., mechanical con- 
tractor; J. B. Eurell Co., roof deck. 


PAGE TWENTY-ONE 


| 


ni 
nu 


| 


I 

i zd ti ва as 
| 

Lob 4d 


O: THE VARIOUS superlatives avail- 
able, most fit Norfolk's new City 
Hall. 

Not only for the tremendous effici- 
ency which evolved but also for the 
esthetic effect created—and both in 
terms of the vast number of square feet 
enclosed—praises are due the great 
foresightedness of the citizens of Nor- 
folk and their leaders, civic and munici- 
pal, for being the only city in the 
nation that is planning an integrated 
Civic Center for municipal government 
on this scale. 
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VINCENT KLING 
and 
OLIVER & SMITH 


ARCHITECTS 


FRAIOLI-BLUM-YESSELMAN 


Structural Engineers 


CHARLES LEOPOLD 


Mechanical Engineer 


BLAKE CONSTRUCTION CO., 
INC. 


General Contractors 


To top off their unique $15 million 
Civic Center complex, the city on July 
17 dedicated Virginia's most modern 
city hall building, a $6 million structure 
they are proud to say was paid for “in 
cash." 

Previously completed were a modern 
State Courts Building and a Public 
Safety Building containing city courts, 
police headquarters and jail. 

“The complete integration of govern- 
ment agencies in this Center will re- 
duce the cost of City Administration 
by some 15% below the cost of a scat- 


COVER STORY 


Norfolk Civi 


tered and decentralized operation,” 
said Vincent Kling, co-architect with 
Louis Oliver and Herbert Smith. 

One of the most significant fea- 
tures of Norfolk’s new City Hall is the 
marble-lined first floor structural “root” 
of the building. A strong design aspect, 
the marble faced columns, which at 16 
points support the entire weight of the 
tower, are examples of detailing and 
workmanship rarely seen in the Old 
Dominion. 

On the fourteen stories above, out- 
side of each glasswalled office floor, a 
second wall of tinted, “sun-break” glass 
projects from the building to cut heat 
and glare. The outer skin of darkened 
glass also provides substantial savings 
in air conditioning. 

On the ground floor, just off the ter- 
razzo-floored lobby, is the spacious pub- 
lic service area, where tax and reve- 
nue matters are transacted. This area, 
which is the scene of the greatest pub- 
lic activity in the building, was located 
at ground level and off from the circu- 
lation spaces for the remainder of the 
building to avoid conflict between those 
using the office tower and the large 
groups of citizens being served on 
financial matters. The space is illumi- 
nated by 16 large translucent plastic 
sky domes which are lighted at night 
from the outside. 

The top floor of the new City Hall 
houses offices for the Mayor, City 
Manager, their staffs and the glass- 
walled Council chamber with its sweep- 
ing view of the city. The Council cham- 
ber, indirectly lighted and carefully 
wired with the most up-to-date sound, 
recording and TV equipment, provides 
cushioned theater type seating for 154 
people. A section of the paneling at the 
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senter 


end of the room facing the Council 
contains a booth for TV cameras. 
Competing with the handsome Coun- 
cil chamber as one of the most notable 
features of the building is the data 
processing section. Through an interior 
glass wall, visitors to the building may 
watch the city’s technicians operate 
the new IBM 1401 computer and as- 
sociated equipment. The system takes 
care of almost all of the city’s book- 
| keeping needs, 
Heating and air conditioning 
. throughout the building are of the latest 
design. Ceiling diffusing systems are 
used for air handling in some areas 
while combination light and diffusers 
are used in others. 
A utility tunnel connects the build- 
! ing with others and can be used for 
service and shelter as well. 


From Norfolk: Pittsburgh Plate Glass Со,, mis- 
cellaneous glass and glazing; Door Engineering, 
metal toilet partitions, steel doors, rolling grilles; 
Roof Engineering Corp., insulating roof decking: 
Ferrell Linoleum & Tile Inc.. ceramic and 
acoustic tile, terrazzo; Fowler Roofing Co., Inc., 
roofing, roof insulation, sheet metal, skylight; Reid 
Havden, Inc.. sprayed on insulation for exterior 
walls and related work, blind pockets; Artcraft 
Industries, interior signs and city seals. 

From Richmond: Wm. H. White, Jr., Inc., me- 
chanical; Plibrico Sales & Service Co., incinerator; 
J. H. Pence Co., (American Seating Co.) seating 
for Council Chamber, 

Others were Raymond Concrete Pile Div., Ray- 
mond International, Inc., Washington, D.C., con- 
crete piles; Washington Shade & Awning Co., Wash- 
ington, vertical blinds; Inland Steel Products Co., 


Baltimore, Md., metal decks; E. C. Ernst, Inc., 
Jirginia Beach, electrical; E. L. Thompson Со. 
ta, Ga., lathing and plastering; Guaranteed 


Waterproofiing Co., Greensboro, N.C., waterproofing 
and dampproofing; Otis Elevator Co., Philadelphia, 
Pa., elevators; Tubular Products, Inc., Souderton, 
Pa., erection of stainless steel work; Bristol Steel 


& Iron Works, Inc., Bristol, structural steel and 
aluminum. 
Also, F. Н. Sparks Co. of Md., Inc., Elkridge, 


Md., erection of exterior walls and related work, 
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View of computer center through the surrounding interior glass wall which protects the deli- 
cate machinery and maintains the appropriate operating temperature. 


SUBCONTRACTORS & SUPPLIERS 


metal windows; Potomac Iron Works, Inc., Hyatts- 
ville, Md., miscellaneous metal, ornamental iron; 
Circle Steel Partition Co., Port Chester, N. Y., mov- 
able metal parts; William Dunbar Co., Inc., Brent- 
wood, Md., painting, vitreous wall covering; E. L. 
Stebbing & Co., Inc., Baltimore, sprayed on fire- 
proofing; Custom Floors, Inc., McLean, resilient 
flooring and base; Asphalt Roads & Materials Co., 
Inc., Virginia Beach, paving; Roanoke Iron & Bridge 
Works, Inc., Courts Building cell fronts; G. W. 
Blanchard Co., Inc., Washington, automatic door 
controls; Liskey Aluminum, Inc., Glen Burnie, Md., 
elevated computor floor system; John H. Hampshire, 
Inc., Bladensburg, Md., Airson (acoustic tile) and 
Airsonite-X baffles. 

Material suppliers were as follows: 

From Norfolk: Southern Materials Co., Inc., ready 
mixed concrete; Geo. T. McLean Co., Inc., gypsum 
block, gypsum cement; Seaboard Paint & Supply 
Co., Inc., hardware; Southern Block & Pipe Corp.. 
reinforcing concrete pipe, concrete block; Batchelder 
& Collins, Inc., face brick, masonry grille units, 
paving brick; Tidewater Sand Co., Inc., masonry 
sand; Carnegie Office Appliance Co.. mail drops. 

Others were Thomsson Steel Co., Inc., Washing- 
ton, reinforcing bars, wire fabric; W. Russeil 
& Co., Westmont, N.J., cast stone; Republic Steel 
Corp., Silver Spring, Md., open web steel joists; 
Architectural Products, Inc., Philadelphia, Pa.. glazed 
doors and hardware, S.S. work; Crane Fulview 


NOVEMBER 1965 


Door Co., Chicago, revolving door assemblies; Hope's 
Windows, Inc., Arlington, metal windows; Rock of 
Ages Corp., Barre, Vermont, granite; The Aquabar 


Co., Philadelphia, admixture for integral water- 
proofing; Bristol Steel & Iron Works, Inc., stainless 
steel and aluminum. 


Also, Superior Fireproof Door & Sash Co., Inc., 
New York City, hollow metal; Birmingham Orna- 
mental Iron Co., Birmingham, Ala., solar screen 
framing; The Georgia Marble Co., Nelson, Ga., mar- 
ble; Cupples Products Corp., Washington, exterior 
walls and related work; The General Foam Plastics 
Corp., Portsmouth, perimeter insulation; Hohmann 
& Barnard, Inc., Alexandria, wall ties; Hendrick 
Mfg. Co., Carbondale, Pa., gratings in solar screen; 
W. Biddle Walker Co., Detroit, insulated metal 
panel walls; Capitol Fuel Co., Washington, rubber 
central joint, joint reinforcement; Schwab Safe Co., 
Inc., Lafayette, Ind., vault door; Federal Sea- 
board Terra Cotta, New York City, city seals; 
Cook-Anderson Co., Beaver, Pa., millwork, cabinetry; 
Vermont Marble Co., Proctor, Vermont, marble for 
cabinet work; Atlantic Electric & Hardware Corp., 
Washington, toilet room accessories, ash trays, ex- 
terior door, weatherstripping; American Floor 
Products Co., Washington, rubber mats; Beaman 
Co, of Va., Inc., Richmond, porcelain enamel panes, 
jackets and closures; Arban & Carosi, Inc., Alex- 
andria, precast concrete. 


PAGE TWENTY-THREE 


Photo above shows the front and side of 


the building. Top photo, opposite page, 


lobby and stairway. Bottom photos, left: 


typical executive office, and right: board 


room. 


i Видо BUILDING serves as the head- 
quarters for a mortgage servicing 
and placing company with more than 
23 branch offices across the nation. At 
the present time United Mortgagee is 
originating approximate ly 12,000 new 
loans yearly and servicing approximate- 
ly 26,000 loans. All originations, serv- 
icing, payments and disbursements are 
made by the headquarters at Virginia 
Beach. The building includes the ex- 
ecutive offices, clerical areas, central 
files, mailing and printing, a complete 
IBM data processing center and train- 
ing facilities for branch managers. 
The building is constructed with ex- 
terior bearing walls and steel beams on 


ө Consultants: JOHN A. HOFFMAN & ASSOCIATES e 
e SIDNEY SEMEL: Interior Decorator 
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(Haycox Photoramic, Inc. photo by Fred J. Habit, J 


HOME OFFICE FOR 
UNITED MORTGAGEE 
AT VIRGINIA BEACH 


interior columns concealed in the cor- 
ridor walls. The second floor and roof 
are carried on steel bar joists while the 
first floor is a slab on grade. The basic 
finishes are vinyl-asbestos tile floors, 
plaster walls and acoustic tile ceilings. 
'The entrance and main stairwell have 
terrazzo floors and walnut paneling. All 
executive offices, reception rooms and 
the board room have carpeted floors 
and walnut paneled walls. The com- 
puter room in the IBM Suite has a flush 
access floor providing for concealed 
wiring of present and future equip- 
ment. 

'The IBM Computer Room is located 
adjacent to the lobby to permit visitors 


е McELROY & BALDWIN: Architects 


E. Н. BOWMAN е 


to the building to observe the equip- 
ment in operation. Тһе executive offices 
are located on the second floor and they 
have a clear view of the Atlantic Ocean 
and also have an aluminum solar screen 
to reduce the east sun load. 

The heating and air conditioning is 
supplied to the individual spaces 
through the acoustic ceilings, thus 
eliminating the need for exposed grills 
in each space. A separate air condition- 
ing system is provided for the IBM 
Computer Room, The majority of the 
acoustic ceilings are lay-in units which 
provide convenient access to mechani- 
cal and electrical lines. 


JOE D. GLENN, JR. 


e W. H. BELANGA & ASSOCIATES, INC.: General Contractors 
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The exterior of the building is pri- 
marily brick and ex d aggregate 
concrete panels whose selection was 
based on their cost, maintenance, dur- 
ability and appearance. 

This office building cost was $11 per 
square foot. The quality of interior 
and exterior finishes is high and the 
cost is considered exceptionally low. 
Factors affecting the low cost are 1) 
Use of wood framed plaster partitions 
for the many non-bearing w 


quired; 2) Heating and cooling 


The project was put out for bids in 
the fall avoiding the overloaded mar- 
ket which occurs at the end of the 
government fiscal year; 4) Selection of 
general contractors whose background 
is consistent with the size of this build- 
ing 

The low bidder was only two hun- 
dred dollars less than the next bidder, 
indicating that plans and specifications 
were clear and precise and also indi- 
cating that the low bid was not a mis- 
take. 

The unit construction cost of $11 per 
square foot of building includes the cost 
of exposed aggregate concrete side- 
walks. and soil cement base with black- 
top finish on a parking lot for forty 
cars, 

W. Н. Belanga & Associates, Inc., 
‘Norfolk general contractor, did the 
work on excavating, foundations, con- 
crete, carpentry, paneling and water- 
proofing, 

ubcontractors and suppliers, of 
orfolk unless otherwise noted, in- 
cluded the following: 

Kramer Masonry Company, Chesa- 


(Fariss Pictures, Inc.) 
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Products Co., Raleigh, 

с», а aggregate concrete 

els; Southern Roof Deck Co., Inc., 
gypsum roof deck; Tidewater Sheet 
Metal & Roofing Co., roofing; Walker 
& Laberge Co., Inc., windows, glazing. 
Others were Burgess Brothers Paint- 
ing Contractors, Inc., Portsmouth; 
Ayers Insulating & Supply Co., insula- 
ion; Shields, Inc., acoustical, resilient 
Hampton Roads Plastering Co., 
plaster; Ferrell Linoleum & Tile Co., 
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(Fariss Pictures, Inc.) 


Inc., ceramic tile, terrazzo; Powell-Mc- 
Clellan Lumber „a Inc., millwork. 
Also, Door Engineering, hardware, 
steel doors and bucks; Roanoke’ Engi- 
neering Sales Co., Inc., Richmond, 
handrails; Woodington Electric Co., 
Portsmouth, electrical work (Lithonia 
Lighting, Inc, and LaMar lighting fix- 
tures); W. D. Sams Co., plumbing 
(Hajoca Corp. fixtur Bodner & 
Manuel, Inc., air conditioning, heating, 
ventilating; Tate Engineering, Inc., 
Baltimore, Md., raised floor. 
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SCHULTZ DINING HALL 


NEW DINING FACILITY FOR V.P.I. 


HAYES, SEAY, MATTERN & MATTERN 
Architects & Engineers 


J. M. TURNER & CO., INC. 
General Contractor 


5 LOCATION of the dining hall, established by the 
campus master plan, is in a commanding position near 
the main entrance to the campus and relates the new build- 
ing with a campus dormitory group. Removal of faculty 
housing in the general area has gained a park between the 
new building and the mall entrance. 

The design of the building is compatible with the dormi- 
tory group it serves. It contains three dining areas with seat- 
ing capacity great enough to accommodate 2,000 students 
per meal. Also, a separate snack bar seating 100 and a 2,000- 
box branch post office. 

Each increment of the building (the dining halls, snack 
bar and post office) operates independently and during 
overlapping hours. Each dining area has two serving lines 
either of which can be closed as required, The kitchen has 
daily delivery on most food items from a central food supply 
thus reducing the storage requirements. 

The building is approximately 192 feet wide by 217 
feet deep with a 20 foot wide portico across the entire 
front. The service area in the rear portion of the building, 
approximately 72 feet deep by the width of the building, 
is in two stories, while the dining area extends the full 
height of both stories. 

The building is constructed of brick, concrete, steel, 
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aluminum and glass. The basic structural system is a con- 
crete-encased steel frame supported on piles; however, pre- 
cast and poured-in-place concrete are used in combination 
with the basic system. The exposed concrete has a sprayed-on 
plastic coating. Because of the height of the ceiling in the 
dining rooms and the exposure, together with the fact that 
the owner did not want drapes or other items that would 
increase maintenance problems, an exterior aluminum solar 
screen was developed. The solar screen provides the desired 
open feeling, yet controls the critical sun angle (28 to 30 
degrees) and gives a pleasing unification to the mall facade. 
In the same plane with the structure and screen are two 
large sculptured aluminum seals: one, the seal of VPI; the 
other, the seal of the Commonwealth of Virginia. These 
seals provide additional interest by identifying the building 
with the VPI campus and the Virginia school system. 

Generally, students enter the building from the west, or 
dormitory side, on the mezzanine level, which overlooks the 
three dining rooms below and is accessible by stairs to each. 
This level contains, in addition to the main lobby, or vesti- 
bule circulation area, the snack bar and the branch post 
office. Non-student spaces such as the service entry, rough 
vegetable preparation area, storage areas and employee 
locker rooms are also located on the mezzanine level. 

The kitchen is designed for maximum efficiency in the 
preparation and cooking of food. It is mechanically venti- 
lated and all food service equipment is arranged so that 
maximum sanitation may be maintained. Food is prepared 
and cooked in the lower level kitchen and then stored be- 
hind the serving counters in pass-through warmers and 
refrigerators until needed in the serving lines, 

The lower level, or main floor, contains the three dining d я . 
areas seating 350 students each, the serving lines and the š . - ee or 
kitchen with its related rooms and services. The dishwashing 
room is located on a level six feet below the main floor to 
isolate its noise from the dining room and kitchen. The 
students return their soiled dishes on trays to a center 
dish-return in each dining hall, where an employee places 
them on a downveyor to horizontal conveyors below, These 
conveyors transport the trays directly to scraping tables in 
the dishwashing room. The dishes are washed, placed on 
carts and transported through elevators back to the serving 
lines. 


SUBCONTRACTORS & SUPPLIERS 
(Roanoke-Salem area firms unless noted otherwise) . 

J. M. Turner & Co., Inc., general contractor, excavating, piling, founda- 
tions, masonry, structural wood, carpentry; Concrete Products Co., Inc., 
Christiansburg, concrete; Structural Steel Co., inc., steel; Virginia Pre- 
stressed Concrete Corp., prestressed concrete; Valley Roofing Corp., roofing; 
Pittsburgh Piate Glass Co., window walls, glazing; Coe & Sons, Wytheville, 
painting; Hesse & Hurt, Inc., plastic wall finish; Stark Ceramics, Canton, 
palo; structural tile; The Bonitz Insulation Co., Greensboro, N. C., insu- 
ation. 

Also, John H. Hampshire, Inc., resilient tile, acoustical; Shields, Inc., 
Winston-Salem, N. C., plaster; Standard Tile Co., Inc., Staunton, ceramic 
tile; Marsteller Corp., terrazzo; Valley Lumber Corp., millwork; Coast Line 
Steel Products, Inc., Brooklyn, N. Y., steel doors and bucks; В & R Iron 
Works, Inc., handrails; Muncy Electric Co., Narrows, electrical work 
(Miller Co. lighting fixtures); Lowe & Nelson Plumbing & Heating Co., 
plumbing (American-Standard fixtures), heating, ventilating; Southern Ele- 
vator Co., Inc., Greensboro, N, C., elevator; Montague-Betts Co., Inc.. 
Lynchburg, Corbin hardware; Klemp Corp., Chicago, Ill., solar screens; 
Wm. P. Swartz, Jr. & Co., kitchen equipment; Cates Bldg. Specialties, 
Inc., mail boxes. Conveyors were by Lamson Corp. 


Photos by Deyerle Studios 
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SHIFLETT & GRESHAM, AIA 


Architects 


М. M. MARSHALL: General Contractor 


WESTOVER HILLS RESIDENCE 
FOR MR. AND MRS. Ар aa a Ra RR i qi acis E 


area of Richmond and was completed in December of last 


ROB E RT IKEDA year. The architects for the house were Shiflett and 
° 3resham, AIA, of Richmond. 
The Ikedas, who have spent most of their lives in Cali- 
R I C H M O N D fornia, wanted to build a house for themselves and their 
three small children that would reflect their desire for 
openness and modern living while maintaining a rigid 
budget. 

The land drops some 30 feet from east to west diagonally 
across the lot. By placing the house diagonally on the lot 
and in line with the slope, maximum use is made of the 
larger exterior open areas of the site as well as reducing 
construction costs. 

Openness and view are provided by the large glass areas 
of the west wall. The centrally located kitchen obtains ad- 
ditional light from a plastic skydome located on the roof. 

Future plans include moving the existing work room 
to a new carport area away from the house, a wood deck 
on the west side and enclosing the south court for more 
living space. 

M. M. Marshall was general contractor. Major subcon- 
tractors and. suppliers, all of. Richmond, were Randolph 
Snead, excavating; A. R. Buffin, masonry; T. A. Phillips, 
roofing; Sash, Door & Glass Corp., windows, glazing, steel 
doors and bucks; Kidd-Groome & Clarke, Inc., painting; 
F. Richard Wilton, Jr., Inc., sheetrock; Melvin Wright, 
ceramic tile; Consolidated Tile Co., resilient tile, wood 
flooring; Ruffin & Payne, Inc., millwork; Ben Johnson, 
electrical work; Wade Mechanical Corp., heating; Pleasants 
Hardware, hardware. 
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First Phase of New Brook Road Medical Center 


MARCELLUS WRIGHT & PARTNERS, Architects it 


LEO T. GRIFFIN 
Electrical Consultant 


* Construction has begun on the first 
phase of a three building, medical- 
dental complex designed by Marcellus 
Wright & Partners, Frederic H. Cox, 
Jr., is partner-in-charge of the project. 
The Brook Road Medical & Dental 
Center, located at 4100 Brook Road in 
the Ginter Park area of Richmond, 
will have 5,000 square feet of space 
divided into six suites. Four of the suites 
are for doctors and two for dentists. 
Running at right angles to Brook 
Road is the largest of the three struc- 
tures. It will contain suites for two 
doctors and a dentist. The building on 
the corner of Amherst Avenue and 
Brook Road will contain two suites. 
These two buildings comprise the first 
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GEORGE B. SMITH 


General Contractor 


phase, which is to be completed by 
April 1. A third building containing a 
dentist's suite will comprise the second 
phase. 

Site layout was an important factor 
of this design since it was desirous to 
retain several very old maple trees. 

The buildings will feature an unusual 
roof that turns upward to house the me- 
chanical and electrical equipment. An- 
other feature is that there are no win- 
dows or doors on the exterior of the 
building. All face onto an interior 
court. The buildings will be of dark 
brown brick and cedar siding. The total 
cost of the project will be $170,000. 

George B. Smith, the general con- 
tractor, is doing the work on exca- 
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THOMAS SMITH 


Mechanical Consultant 


vating, foundations, windows, structural 
wood, carpentry and weatherstripping. 

Among the subcontractors and sup- 
pliers are Southern Materials Co., Inc., 
concrete; Gammon Construction, mas- 
onry; W. A. Patterson, roof deck, roof- 
ing; Richmond Glass Shop, Inc., glaz- 
ing; C. H. Shultz Co., Inc., painting; 
Ruffin & Payne, Inc., paneling, mill- 
work, 

Others are W. Е. Weiler Co., insula- 
tion; С. В. Smith Co., acoustical; 
Jackson & Lewis, plaster; Aladdin Tile 
Co., ceramic and resilient tile; J. L. 
Parker, lighting fixtures, electrical 
work; Massey, Wood & West, plumb- 
ing fixtures, plumbing, air conditioning, 
heating, ventilating, 
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HOLLINS SCIENCE BUILDING 


Science Building, 
Branch Library by 
Frantz and Chappelear 
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RANDOLPH FRANTZ & JOHN CHAPPELEAR, Architects, 
Roanoke, Va. 


OFFICE OF DOUGLAS ORR, deCOSSY, WINDER & 
ASSOCIATES, Architects, New Haven, Conn. 


SOWERS, RODES & WHITESCARVER, Mechanical Engineers, Roanoke, Va. 
FRAIOLI-BLUM-YESSELMAN, Structural Engineers, Norfolk, Va. 
BOLT, BERANEK & NEWMAN, Acoustical Consultants, Cambridge, Mass. 
RICHARD KELLY, Lighting Consultant, New York, N. Y. 

H. A. LUCAS & SONS, INC.: General Contractor 


€ Construction of a new science building for Hollins Col- 
lege started in August of this year. H. A. Lucas & Sons, Inc., 
of Roanoke are the general contractors. The 85,000 sq. ft. 
structure is being built on a level site south of the Fishburn 
Library and will house the college's biology, chemistry, 
mathematics, physics, psychology, and statistics departments, 
'The building is part of the college's expansion and campus 
improvement program and is scheduled to be occupied in 
January, 1967. 

The building will have a basement and two floors above 
grade. The basic structural system is reinforced concrete 
columns and concrete waffle slab floor and roof construc- 
tion. The most striking exterior feature of the structure 
will be the free-standing round columns faced with brick, 
and eight vertical brick shafts extending above the roof line. 
The shafts will contain air conditioning ducts and equipment 
along with other utility lines, and will distribute these 
vertically to the various floors. The first floor exterior walls, 
which are floor-to-ceiling double glass set in black anodized 
aluminum frames, are shielded by a colored aluminum 
screen, and are recessed under the second floor to create a 
covered arcade around all four sides of the building. The 
exterior walls of the second floor are faced with brick and 
are pierced by narrow deep-set windows. 

Because of the rapid advancement of science technology 
requiring new teaching and research methods, the architects 
have designed the building interior so that rooms can be 
rearranged with a minimum of work. In order to accomp- 
lish this, the air conditioning, lighting, ceiling, and partition 
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systems have been worked out on an integrated modular 
basis permitting complete flexibility in space arrangement. 
The system consists of steel stud and plaster partitions which 
fit into a custom-designed suspended aluminum channel 
ceiling grid which in turn supports the acoustical tile ceil- 
ings and lighting fixtures with integral air conditioning sup- 
ply and return outlets. 

The basement contains an IBM computer room, psy- 
chology animal colony rooms, wood and metal shops, and 
major mechanical rooms. The first floor houses the mathe- 
matics, statistics, and psychology departments, One psy- 
chology faculty research suite will be equipped with built- 
in electro-magnetic shielding. The focal point of the first 
floor will be a circular 200-seat lecture room fully equipped 
with the latest audio-visual facilities. The second floor con- 
tains the biology, chemistry, and physics departments. An 
outdoor roof court is located in the center of the second 
floor over the lecture room below. The perimeter of the roof 
court has continuous skylights on all four sides which day- 
light the corridor around the lecture room below. A sunken 
greenhouse, with a Plexiglas dome, is located in the center 
of the court. The roof court will be landscaped and provided 
with concrete benches. A reinforced concrete astronomy 
platform is cantilevered from a round column above the 
second floor roof and will be reached by a spiral stair. 

Flooring will be neoprene composition, vinyl asbestos tile, 
and carpets. Walls will be painted plaster and ceilings are 
to be acoustical tile. The building will have year-round air 
conditioning supplied from a central campus plant. Lighting 
will be fluorescent, except where incandescent fixtures are 
used for accent. In addition to the normal mechanical and 
electrical services, the building is provided with gas, com- 
pressed air, distilled water, steam, alternating current and 
direct current systems. 


SUBCONTRACTORS & SUPPLIERS 


(Roanoke firms unless otherwise noted) 

Branch & Associates, Inc., excavating; McKinney Drilling Co., Richmond, 
caissons; I. N. McNeil, roofing; Pittsburgh Plate Glass Co., windows, window 
walls, glazing; Western Waterproofing Co., Inc., Richmond, waterproofing; 
John Н, Hampshire, Inc., acoustical, plaster, resilient tile; Clear-Bullock 
Electrical Co., Inc., Martinsville, electrical work; Lowe & Nelson Plumbing 
& Heating Corp., plumbing, air conditioning. heating, ventilating; Dominion 
Elevator Co., Inc., Salem, elevator; Adams Construction Co., paving; Korok, 
Inc, Alexandria, chalkboards and tackboards; Ickes-Braun Greenhouses, 
Inc., Chicago, Ill, skylights and greenhouse dome. 
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* A new, much needed branch library for the Raleigh 
Court section of Roanoke is soon to be constructed on 
Grandin Road in that city. The building will be so located 
as to save some beautiful trees presently on the site. The 
design is contemporary in character and a major portion 
of the inviting interior can be seen through a wall of glass 
on the street side. Other walls will be brick in a varying 
range of color. The building has been so designed that it 
can readily be expanded and only enclosures for strictly 
private spaces and mechanical equipment will have perma- 
nent walls so that the interior arrangement can be altered 
from time to time according to changing needs. 

Space has been provided for about 60 readers and 19,500 
books. In addition to separate adults’, young people's and 
children's reading areas, there will be a public lounge over- 
looking a small outdoor garden. Other facilities include a 
staff work room, staff lounge, librarian's office and service 
areas. 

As presently arranged, the circulation desk is near the 
main entrance and also a rear entrance from a parking area. 
The staff work room is adjacent to the circulation desk 
although separated from it by a glass partition. The librari- 
an's office is adjacent to the staff work room with entrances 
from the work room and the public space. А staff rest 
room is convenient to the work room, and public rest rooms 
to the public space. Reading area for children is near the 
main entrance and so located as to avoid traffic through 
any other area. Reading space for young people is separate 
from adult space but convenient to stacks for adults. All 
areas are to have medium size tables, and comfortable lounge 
seats are to be provided adjacent to the adult reading area. 
Catalog files and reference books are visible from the main 
entrance and centrally located from all reading arcas. There 
are to be two exhibit cases: one adjacent to and the other 
visible from the main entrance. The staff lounge will have 
a kitchen unit and closet for coats. 

Floors in reading and stack areas will be covered with 
vinyl tile. On the interior, walls will be of exposed brick 
and painted concrete blocks. Ceilings will be covered with 
fissured acoustical tile and will have uniformly spaced 
fluorescent light fixtures. The building will be heated and 
air-conditioned by means of an electric heat pump. 


SOWERS, RODES & WHITESCARVER 
Mechanical & Electrical Consultants 
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AMHERST RESIDENCE FOR 
MR. AND MRS. EDGAR F. GEORGE 


W. MORRIS GANNAWAY 
General Contractor 


W A retired couple from New Jersey, fond of “the great outdoors,” purchased 37 acres of land in the mountainous section 
of Amherst County. The owners instructed the architect that they wanted something different, open, yet arranged to 
accommodate an occasional guest or limited parties. 

The design conceived by the architect encompasses only 768 sq. ft. in the living area with an additional 452 sq. ft. of 
space in the lower level, which houses Mr. George’s shop equipment and the laundry facilities. In addition, there is space 
for parking of the owners’ two small foreign cars. 

The modest area of the home includes two bedroms, 1% baths, kitchen, and a living room 12’ x 24’. There is a canti- 
levered balcony surrounding the living area with sliding glass doors which open to provide one large usable space. 

The foundation is constructed of mountain stone found on the site, with fir plywood exterior panels and battens. In- 
terior features include a redwood panelled living room and completely open ceiling, with only the bath being closed in 
from the top. 

The general contractor was W. Morris Gannaway, Amherst, with the following subcontractors; Lumber and millwork: 
Hill Hardware Co., Amherst; electrical: H. T. Smith Electrical Co., Lynchburg; plumbing: Woodrow W. Murphy, 
Lynchburg; insulation: G. S. Duval, Jr., Roseland. All other sub-trades were executed by the general contractor. 


Three Contemporary Designs 
by Willard C. Rhodes, AIA 
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RIVERMONT 
DRYCLEANING 
& LAUNDRY, LYNCHBURG 


M. LYMAN JOHNSON 
Consulting Engineer 
FRED B. FUQUA 


General Contractor 


" Within the confines of the limited 
property available, a challenge was pre- 
sented to design as much building as 
possible, yet provide ample parking and 
circulation through the property for 
drive-in traffic, 

The general contractor was Fred B. 
Fuqua with the following subcontract- 
ors, all from Lynchburg unless other- 
wise noted: 

Excavation: May Bros, Inc.; con- 
crete: Lynchburg Ready Mix Concrete 
Co. Inc.; paving: Lawhorne Bros., 
Inc.; masonry: Goff Masonry Contract- 
ors; structural and miscellaneous steel: 
Montague-Betts Co., Inc.; glass and 
glazing: Lynchburg Plate Glass Clo. 

Millwork: Campbell-Payne, Inc.; 
finishing hardware: Guy Smith Hard- 
ware, Inc.; composition flooring: Ken- 
nedy’s Linoleum Shop; painting: H. D. 
White & Со; plumbing: Marvin 
Moseley; heating, air conditioning and 
ventilation: Virginia Air Conditioning 
Co., Inc.; electrical: McDaniel-Kelly 
Electric Co., Inc.; signs: Andco Indus- 
trial Corp., Greensboro, N. C. 


PEARSON'S DRUG STORE, 
LYNCHBURG 


M. LYMAN JOHNSON 
Consulting Engineer 


b. 4 MONTGOMERY SRBETRUGTION 
20., ; 


General Contractor 


m The latest addition to Pearson’s Drug 
Store, Inc. is the new Langhorne Road 
store in Lynchburg. The 5,460 ft. 
building includes complete and up-to- 
date facilities for prescription drugs, 
fountain area, and sundry commodities. 
The building features mountain field- 
stone, precast exposed aggregate panels 
and screen block in the exterior and a 
“luminaire ceiling” in the sales area. 
The lower area was designed for rental 
space and has gradually been filled 
with professional offices. 

The general contractor is Mont- 
gomery Construction Co. Inc. of 
Lynchburg and subcontractors unless 
otherwise noted are from Lynchburg: 

Excavation: Anderson & Shorter, 
Inc.; concrete: Lynchburg Ready Mix 
Concrete Co., Inc.; masonry: Wallace 
Arthur; structural and miscellaneous 


steel: Montague-Betts Co., Inc.; mill- 
work: Taylor Bros, Inc.; plaster: 
Johnny Coleman; terrazzo, quarry tile 
and composition flooring: Standard 
Tile Co., Staunton. 

Also, exposed aggregate panels: Vir- 
ginia Prestressed Concrete Co., Roa- 
noke; roofing, sheet metal and water- 
proofing: T. B. Dornin-Adams Co.; 
heating and air conditioning, ventila- 
tion and plumbing: Southern Air, Inc.; 
acoustical and  ventilating ceiling: 
Shields, Inc., Roanoke; electrical: Mc- 
Daniel-Kelly Electric Co., Inc.; paint: 
H. D. White & Co.; glass and glazing: 
Pittsburgh Plate Glass Co.; stonework: 
Cecil Worsham; specifications and lay- 
out designers of parking lot: Walter N. 
Webber & Son, Inc.; kitchen and foun- 
tain equipment: Grant E. Key, Inc.; 
prescription fixtures: McKesson & 
Robbins, Roanoke. 
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CHARLOTTESVILLE BRANCH BANK 


Street Office National Bank & Trust 


Emmet 


With its new Emmet Street office 
National Bank & Trust Company at 
Charlottesville stands better prepared 
to render service to those customers 
who have moved into the greatly ex- 
panded Barracks Road Shopping 
Center area. 

Boasting this section’s first television 
operation of a remote-drive-in window, 
National Bank & Trust illustrates its 
up-to-date concept of modern banking, 
as well as pointing up the physical 
growth of the city. Plans call for one 
unit to be installed now, with provisions 
for an additional unit. 

The new branch is a “full service” 
bank except that safety deposit boxes 
will be added at such time as customer 
requirements make it feasible. The new 
office stands at the termination of Bar- 
racks Road Shopping Center, which 
extends along Emmet Street from Bar- 
rack Road south towards the Univer- 
sity for about 2,200 feet. 

The structure has 12 precast stone 
columns, with four “arms” extending 
outward and two “arms” curving along 
the building line. The exterior “arms” 
carry a poured in place concrete slab 
which serves as a canopy around the 
building's perimeter. The interior 
“arms” support a plaster ceiling ring 
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STAINBACK & SCRIBNER 


Architects 


DALE C. HAMILTON, AIA 
Architect in Charge 


EDWARD VAN LAER, INC. 
General Contractor 


SUBCONTRACTORS & SUPPLIERS 
(All Charlottesville firms unless noted otherwise) 

Edward van Laer, Inc., general contractor, 
foundations, concrete, roof deck, carpentry, pan- 
eling, in lation; Haley, Chisholm & Morris, 
excavating; James Martin, masonr N. W. 
Martin & Bros, Inc. roofing, waterproofing; 
Charlottesville Glass & Mirror Co., windows, 
window walls, glazing. 

Also, А. Г. Gianniny, painting, plastic wall 
finish; R. H. Harris & Co., acoustical, plaster; 
Cliva & Lazzuri, Inc., ceramic tile, terrazzo; 
Charlottesville Lumber Co., millwork; Vanzy L. 
Wood, Jr., lighting fixtures; L. ac plumb- 
ing (Noland Co. fixtures); Ra в, Inc., 
air conditioning, heating, çentilatiig; Martin 
Hardware Co., hardware. 

Richmond firms participating are Bowker & 
Roden, Inc., reinforcing steel; Economy Cast 
Stone Co., precast concrete, stone work; 
American Furniture & Fixture Co., Inc., teller 

i Banking equipment is 


counters and_ furniture. 
by Diebold, Inc., Canton, Ohio. 


which will align with and simulate the 
exterior concrete disc and will have 
at its center an opening 19 feet in 
diameter. A false dome of acoustical 
plaster extends from a coved section 
back of the edge opening of the plaster 
disc and up to an “eye” five feet in 
diameter. The “eye” is covered by a 
double plastic dome. 
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The cast stone columns have bronze 
glass and bronze anodized aluminum 
trim in between five spaces and a low 
brick wall with glass above in all other 
spaces except at the standard drive-in 
window on the north side. 

There are two entrances with vesti- 
bules, each opening to the adjacent 
streets. The floor is terrazzo of dark 
red, light pink “botticino”, and white 
marble chips set in gray cement. At 
ground level, except for walks and 
drive-in window, medium sized river 
stone bed repeats the concrete canopy 
overhead. 

On the axis of the building which 
bisects the street corner, there is a 
cast stone water fountain with circulat- 
ing water and spray. On the opposite 
side of the building along this axis are 
three drive up window spaces (one 
future), covered by a cast-in-place con- 
crete canopy extending out from the 
building and supported. by cast-stone 
columns with one “arm” extending in- 
ward. 

The interior of the tellers’ counters 
are curved on a long radius and are 
made of walnut veneer backed up by 
a curved wall of walnut panelling 
which extends up to the plaster “disc” 
ceiling. (Continued on page 74) 
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Strotmeyer & Epps 
Settled In 


Downtown Home 


BUDINA & FREEMAN 
Architects 


EMMETT L, SIMMONS & ASSOCIATES 
Engineering Consultants 


JONES REALTY & CONSTRUCTION 
CORP, 


General Contractors 


™ Strotmeyer & Epps has been skipping 
and jumping around because of the 
lower Main Street building boom for 
some time but is now firmly planted 
in its own building at 915 East Main. 

The three story and basement struc- 
ture occupies the place of two 100- 
year-old buildings which were de- 
molished to make room for it. 

Part of the first floor and part of the 
basement is occupied by Strotmeyer & 
Epps, with the remainder of the first 
floor occupied by Galeski Photo Cen- 
ter. A portion of the basement is 
taken up by a watch repair shop and, 
at this time, the two upper floors have 
not been leased. Each floor has about 
2,500 square feet. 

The building is divided into five 
zones, each with its own heating and 
air conditioning system, Heating is all 
electric resistance system type, 

Lighting fixtures throughout are re- 
cessed fluorescent, with acrylic prismatic 
lenses giving a uniform lighting in- 
tensity of 125 foot candles, 

The elevator is an automatic self- 
operated, oildraulic type, its cab fin- 
ished with Formica walls, stainless steel 
trim and ceramic tile floor. Each floor 
is equipped with its own locking de- 
vice. 

The rectangular masonry structure 
has interior walls of block, Insulrock 
and 20-year bonded roof, aluminum 
and stainless steel windows and floors 
of vinyl asbestos on concrete. 

Mayor Crowe, in speaking at the 
dedication, gave the details of the long 
and involved title to the lot on which 
the building stands. The property was 
included in the city's first annexation 
in 1742, at which time Richmond's 
population was 250, 

Meticulously laid out by William 
Byrd, the blocks north and south were 
named numerically from First Street, 
with the east-west streets alphabetically 
named, starting with *A" and going 
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north, At that time, Main Street was 
SRN 

According to the Byrd Plan, this 
particular block was divided into quar- 
ters, the northeast quarter designated 
as Lot 414 and out of this lot the pres- 
ent property was carved. 

The title was at one time owned by 
several members of a McKim family, 
one of whom died, apparently intestate 
in 1806, so that a friendly suit followed 
and the land partitioned. These papers 
have since been lost or destroyed, as 
were others subsequently in the 1865 
fire. 

In 1881 the property was owned by 
Dr. H. C. Jones and in 1911, there was 
a boundary line agreement with Joseph 
Bryan’s estate, involving many familiar 
Richmond names. 

The store continues at present under 
the ownership of the family of the late 
Robert J. Strotmeyer. 

The new home of the clothing store 
was completed very recently at a cost 


NOVEMBER 1965 


(Photo by Jim McElroy) 


of about $130,000. The general con- 
tractors handled the foundations and 
concrete work and the carpentry. Other 
subcontractors and suppliers were as 
follows: 

Hammond Masonry Corp., masonry 
contractor; Bristol Steel & Iron Works, 
Inc., steel; J. B. Eurell Co., Tectum 
roof deck; Hertless Bros., Inc., roofing; 
Trucson Div., Republic Steel Corp., 
windows; Allied Glass Corp., glazing; 
Frick, Vass & Street, Inc., painting; 
Fairfield Tile & Marble Co., ceramic 
tile, 

Others were Manson & Utley, Inc., 
resilient tile, acoustical; Phil Hill, plas- 
ter; Pleasants Hardware, hardware; 
Ashland Lumber Co., Inc., millwork; 
The Staley Co., Inc., steel doors and 
bucks; Central Electrical Service Corp., 
electrical work; J. W. Thurston Plumb- 
ing & Heating Co., plumbing; R. E, 
Orcutt Co., air conditioning, heating, 
ventilating; Virginia Elevator Co., Inc., 
elevator, 
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TAVERN SQUARE, AS PLANNED FOR 
the Gadsby Urban Renewal Project in 
Alexandria, has been praised as follows 
by a panel of architectural consultants 
retained by the City Council: “The 
problem of relating today’s complex 
functional requirements for large com- 
mercial buildings to a predominantly 
historical residential area is difficult at 
best. It is the opinion of the Architec- 
tural Review Panel that the proposed 
design represents a skillful handling of 
this complex problem and results in a 
visual expression of compatibility with 
the surrounding area.” 

Designed by Architects Vosbeck-Vos- 
beck & Associates, the Tavern Square 
concept as incorporated in this develop- 
ment will feature quality shops and re- 
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Gadsby Urban Redevelopment 


tail stores, office buildings, underground 
parking facilities and well-landscaped 
pedestrian malls and walks. Tavern 
Square will provide goods, services, 
convenience and delightful atmosphere 
necessary to attract a new sense of com- 
mercial activity in the central business 
area of the city. 

The basic design concept of the pro- 
ject attempts to achieve an overall 
architectural integrity and harmony 
that will be in keeping with the his- 
tory and general character of Gadsby’s 
Tavern, City Hall the proposed 
Market Square and other significant 
structures in this area. An attempt has 
been made to keep the overall project 
in proper scale with the surrounding 
area and to capture the intimate char- 
acter of much of the old and historic 
district. 

The plan of the block is composed 
basically of three multi-story structures, 
oriented on the three corners of the 
block in a pleasing overall composition 
of the total site. The three buildings 
are five stories in height and are tied 
together with low two story masses, and 
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the total complex is pleasingly grouped 
around an inner court or plaza, noted 
as Tavern Square. This is the focal 
point of the plan. 

Pedestrian flow was felt to be ex- 
tremely important. The plaza, there- 
fore, has access from all four streets 
surrounding the block. This will create 
a quiet, intimate atmosphere so typical 
of the old town area. ‘The scale of the 
court is an important factor and this 
is achieved by the low two story struct- 
ures surrounding it, the type of shops 
that would open on to it, the general 
landscaping and walkways, and, per- 
haps most of all, by the interesting ap- 
proaches from the streets. 

Along King, Royal and Pitt Streets, 
the retail shops on the ground level, 
under the multi-story buildings, are set 
in to provide a covered area or arcade 
for the casual shopper as well as to aid 
in creating the proper scale for the 
overall project. The two story con- 
necting portion is set back from the 
building line to provide an interesting 
interplay with the higher masses at the 
corners. 


Aerial View of Phase 1 
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VOSBECK-VOSBECK 
& ASSOCIATES, AIA 


Architects 


The approach from the proposed 
plaza in front of City Hall has been 
created to give a visual tie-in between 
the two plazas. The approachway is 


accented with a flounder type roof 
treatment so often found in Alexandria. 
From King Street, a completely dif- 
ferent but extremely interesting ap- 


The top drawing shows the proposed view 
from the corner of Cameron and North 
Pitt Streets, Below, view from King 
Street looking through the ar- 
cade to Tavern Square. 


=== 
EUGENE SIMPSON & BROTHER, 
INC. 


Redevelopers 


proach to the plaza has been formed. 
An open arcade under the two story 
building leads into the inner plaza. 
Underground parking is provided 
under the entire site, Stairways would 
be provided at several locations while 
(Continued on page 67) 


DAVID WARREN HARDWICKE 


& ASSOCIATES 
Architects 


RICHMOND STATIONERY CO. INC. 


EVERYTHING FOR THE OFFICE 


RICHMOND 
STATIONERY 


WILLIAM J. BLANTON: Structural Engineer 


€ The new headquarters for the Richmond Stationery 
Company, recently completed in the 1000 block West Cary 
Street, embodies a straightforward design approach to the 
building requirements of one Richmond merchant partic- 
ularly interested in upgrading his public image by providing 
a bright and tasteful environment for patrons and em- 


ployees. 


New Headquarters on West Cary Street 


EMMETT L. SIMMONS & ASSOCIATES: Mechanical Engineers 


FRANK S. LEAKE CONSTRUCTION СО. 
General Contractor 


browse. 


The site, just west of the central business district, pro- 
vides the convenience of on-site parking for the regular 
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customers and entices the passing motorist to stop and 


A deeply channeled bronze-colored aluminum store front 
system proposes a distinctive counterpart to the warm tones 
of the brick and stucco exterior. Brick and block bearing 
walls and steel joist roof construction constitute the struc- 
ture which encloses 2,400 square feet of air conditioned 


(Continued on page 78) 
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ишы... 


TWO WASHINGTON 
AREA PROJECTS BY 


SHERIDAN, BEHM & 


A The Stowe-Huntington Apartment 
project is located immediately west of 
U. S. Route 1 on Huntington Road in 
Fairfax County. 

This project has been delayed be- 
cause of a storm sewer out-fall prob- 
lem. A building permit has just been 
issued allowing the foundation work 
to proceed. 

The site is located on an area of soft 
clay. The bearing capacity of the soil 
is such as to require the use of piling or 
caissons for a large building. Because 
the structure is designed to the max- 
imum permitted height, 15 stories, a 
welded structural steel frame was se- 
lected as the structural system. Caisson 
foundations are used to a depth of 
approximately 60 feet. The use of cais- 
sons instead of piling reflects a saving 
in cost over a structural system employ- 
ing greater dead loads. 

The building is essentially a rec- 
tangle, approximately 135 feet in 
height. The narrow building dimension 
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STOWE-HUNTINGTON Apartments 


ROBERT F. BEHM 
Consulting Architect 


HORATIO ALLISON ASSOCIATES 
Structural Consultants 


FRANK J. SULLIVAN ASSOCIATES 
Mechanical & Electrical Consultants 


WIL-CAP CONSTRUCTION CORP. 
General Contractor 


ASSOCIATES, AIA 


and the height required a greater con- 
sideration of wind stresses, and addi- 
tional reinforcement into the caissons 
was incorporated to compensate for an 
“overturning” tendency, also due to 
wind. 

The site has a gentle slope for the 
most part, increasing in steepness at 
the rear (south side). There is an over- 
all grade differential of 41 feet from 
front to back, and the building is posi- 
tioned to take some advantage of the 
slope, but grading and earth removal 
will be a substantial factor in cost. 

The structural system is lightweight, 
modular, welded steel frame. This sys- 
tem is totally integrated into the archi- 
tectural design concept and provides 
substantial savings in steel tonnage. 
The structural frame employs various 
classes of small size, light steel beams. 
Open web steel joists are used for 
“in-filling” over which а corruform and 
2175" thick lightweight concrete deck 

(Continued on page 77) 
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A Southern Towers is an apartment 
project located at the intersection of 
Shirley Highway and Seminary Road 
in Alexandria, and consists of five 
buildings plus commercial and recrea- 
tional buildings. 

The zoning ordinance permitted, on 
this site, buildings up to 16 stories in 
height. The buildings are constructed 
to the maximum permitted height and 
command a magnificent view of the en- 
tire surrounding area. 

In previous years, the site was used 
for a bank gravel burrow pit. A great 
deal of material was removed but for- 
tunately enough was left to retain the 
heavy bearing strata upon which the 
buildings are founded. The site is rela- 
tively level and required no unusual 
earth moving operations. Because of 
the danger of puncturing the bank 
gravel strata, the buildings are virtually 
perched on the surface of the ground. 
The boiler room is the deepest penetra- 
tion into the ground. 

The first two buildings were con- 
structed from practically identical 5 
plans. Building number three, however, 
was changed to accommodate revisions 
to the ground floor. These buildings are 
reinforced concrete structures, flat slab 
design with dropped exterior panels for 
spandrel beams. The structures are “Ү” 
shaped; exterior facing materia: is brick 
and glass (at windows). Sash are steel 
casements. The “Y” shape of the plan 
permits an extremely economical 
grouping of the non-income producing 
elements of the buildings. Stairways 
are located in the wing ends with one 
additional stairway in the core. The 
four elevators, the laundry and incin- 
erator rooms are also located in the 


SOUTHERN TOWERS 
SUBCONTRACTORS & SUPPLIERS 


From Washington; Bethlehem Steel Corp., 
structural stecl; The Ceco Corp., structural steel, 
windows; Eckington & Advance Steel Scaffolding, 
scaffolding and hoist rental; May Distributors, 
ovens Sd, surface burners; National Wholesalers, 
Inc., kitchen cabinets; Washington Incinerator 
Sales & Service, incinerator; Westinghouse Elec- 
tric Corp., elevators, 

From Arlington: East Coast Steel Placing Co., 
Inc., steel placement; Sidney R. Johnston, Inc., 
storm and sanitary sewers; Edgar K. Jones, Jr., 
Inc., Arlington, lathe and plastering; Perrin & 
Martin, lnc., roofing; Walter Truland Corp., 
electrical contractor; Warner Commercial Corp., 


heating, plumbing and air conditioning. 


Others were Arlington Insulation, Merrifield, 
insulation; Atkinson Tile Co., Inc., Vienna, 
ceramic tile; Craven Brick Co., Sprin field, brick 
masonry; Custom Shade & Awning Corp., Alex- 
andria, Venetian blinds and traverse rods; Fries, 
Beall & Sharp Co., Springfield, hardware; Froeh- 
ling & Robertson, Inc, Richmond, concrete 
tests. 

Also, Frigidaire Sales Corp., Baltimore, Md., 
refrigerators and dishwashers; General Paving 
Corp., Fairfax, paving; Morris Lillard, Fairfax, 
painting; Metal Products, Inc., Alexandria, bal- 
cony railing; Mimsco Steel Corp., Lorton, mis- 
cellaneous iron and steel; Montgomery, Inc., 
Falls Church, curbs, gutters and walks; National 
Brick & Supply, Terra Cotta, Wash.; South- 
eastern Floors, Bethesda, Md.. wood and vinyl 
flooring; Virginia Concrete Co., Inc. Spring- 
field, concrete; Virginia Metal Products, Inc., 
Orange, metal doors; Walsh & Koehler Glass 
Co., Inc., Mt. Ranier, Md., glass and glazing. 


Founded 1878 


SOUTHERN TOWERS 


BEALL & LeMAY 
Structural Consultants 


SHEFFERMAN & BIGELSON 
Mechanical Consultants 


DeLASHMUTT ASSOCIATES 
Field Engineering 
FROEHLING & ROBERTSON, INC. 


Inspection Engineers 


SNELL CONSTRUCTION CORP. 
PRESTON CONSTRUCTION CORP. 
Builder & General Contractors 


core. Various triangular residual areas 
are filled with pipes and ducts, 

The top floors of the first three build- 
ings each contain six 3-bedroom units. 
Each of the 14 typical floors contain 
the balance of the approximately 400 


JOHN G. KOLBE 
COMPANY RELOCATES 
IN GINTER PARK AREA 


CARL M. LINDNER, JR., AIA 


ROBERT H. DEADERICK 
Structural Consultant 


ALEXANDER BUILDING CONSTRUCTION, INC. 


General Contractor 
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BERNARD E. COOPER 
Mechanical Consultant 


units of each building. The apartment 
units are predominantly 1-bedroom and 
efficiency types. Two and 3-bedroom 
units are located in the wing ends. 

The ground floor contains additional 
apartments and the other functional 
requirements of the building, such as 
boiler room, incinerator room, elec- 
trical room, storage area, lobby, mail 
room, toilet rooms, party room and 
building offices, Building number three 
also contains additional commercial 
space for doctors and other compatible 
uses. 

Apartments are finished very much 
like individual homes. Walls are plas- 
tered and painted, floors are oak par- 
quet. Kitchens and baths are finished 
with resilient and ceramic tile floors 
and ceramic wainscots. Corridors are 
carpeted as are the lobbies which, in 


addition, have terrazzo finishes in floor 
areas subject to heavy wear. Lobby 
walls are paneled and windows are 
draped. 

Two additional buildings are now 
under construction. Building number 
four is *Y" shaped but has a different 
apartment type distribution. Building 
number five, however, is a simple rec- 
tangle. 

All apartment and public spaces are 
air conditioned. The system used is 
chilled water and fan-coil units for in- 
dividual spaces. Each space has control 
over its temperature by individual ther- 
mostat. 

Presently, the first three buildings 
are rented and in operation. The addi- 
tional two buildings, now under con- 
struction, should be complete in the 
spring of 1966. 


* The John G. Kolbe Company, which was located in the 
300 block of East Main Street since 1937, purchased the 


Bristow "Truck Terminal which contained 2,000 square feet 


of office space and 8,000 square feet of warehouse space. 
An L-shaped building was added containing an additional 
2,100 square feet of office space and 18,000 square feet of 
warehouse space and 5,000 square feet of air conditioned 


display area. At one end of the display area there are facili- 


ties provided for the salesmen to demonstrate any of the 


kitchen merchandise which the company sells. 
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A planter and canopy along the front was used to tie the 
addition into the existing building. The main entrance to 
the display area is emphasized with a covered canopy and 
floor to ceiling doors. 


(Continued on page 78) 
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AFTER 


Major Alterations and Additions to 
Altavista Presbyterian Church 


BEFORE 


PAGE FORTY 


CARL D. CRESS, JR., ATA 
Architect 


M. LYMAN JOHNSON 
Mechanical Consultant 


WILLIAMSON CONSTRUCTION CO. 
General Contractor 


A The church building is located on 
a site that allows approximately 4 feet 
to property line on the two sides and 
rear, and only about 10 ft. from the 
sidewalk in front. Due to the investment 
and inability to buy additional property, 
it was elected to remain on the site and 
to enlarge the existing sanctuary by 
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moving the chancel back 20 feet, which 
incorporates an existing assembly room. 
However, to accomplish this, the floor 
level had to be built up approximately 
18” and the roof of this assembly area 
had to be removed and rebuilt since it 
was at a lower level than that of the 
nave. Hence, the whole project became 
major surgery. 

New piers were built between the 
chancel and the choir to accommodate 
two new wooden trusses to match those 
existing. By using the central pulpit 
placed in front of a screen, which covers 
the organ chamber, it was possible to 
adhere to the limitations of height 
inherent in the original construction. 
Thus keeping the chancel in an open 
arrangement, the maximum utilization 
of space is made with the elders’ pews 
on each side next to the walls, and the 
lectern and memorial font from the 
original church flanking the Com- 
munion table to complete the chancel 
arrangement with minimum depth. 


The pipe organ chamber is but four , 
feet deep, but it extends the entire 
width of the chancel and nave. Such an 
open arrangement with a mere screen 
in front achieves maximum efficiency 
from the organ. Yet, the distance from 
the organ pipe to console (located in 
the choir to the right) is well within 
limits preventing distortion due to dis- 
tance. 

The nave has a seating capacity of 
160, plus space for eight elders on each 
side of the chancel, which will be used 
mainly during Communion service. The 
choir seats 20. 

The new pews and furnishings are 
a walnut finished oak, which matches 
the existing trusses. The plastered walls 
are painted a grayed gold accented by 
the scarlet carpet. 

The sanctuary is completely air con- 
ditioned. 

Williamson Construction Company, 
of Altavista, was general contractor 
with the following subcontractors and 
suppliers: 

Montague-Betts Co., Inc., Lynch- 
burg, steel; T. B. Dornin-Adams Co., 
Lynchburg, roofing: H. M. Bruce, Al- 
tavista, painting; W. B. Duval, Forest, 
insulation; Hamilton's Cabinet & 
Linoleum Shop, Lynchburg, resilient 
tile, slate, carpet; English's, Inc., Alta- 
vista, and Taylor Bros, Inc., Lynch- 
burg, millwork; J. B. Moore, Lynch- 
burg, electrical work; T. H. Cothran 
Co., Inc., Altavista, air conditioning, 
heating. 

Church pews and furnishings were 
by Carriker Church Furniture Co., 
Monroe, N. C. The organ was from 
Schlicker Organ Co., Inc., Buffalo, 
New York. 


Founded 1878 


HUBERT T. STRATTON, AIA: Architect 


SENSENY ROAD SCHOOL 
IN FREDERICK COUNTY 


SOWERS, RODES & WHITESCARVER: Mechanical & Electrical Consultants 
CENTRAL VALLEY CONSTRUCTION CO., INC.; General Contractors 


* The population explosion seems to continue to force school boards to 
expand their teaching facilities at new locations, and more and more 
schools will have to be built from scratch. 

'The School Board of Frederick County commissioned the architectural 
firm of Hubert T. Stratton. ATA, Architect, to design a new elementary 
school for a capacity of 500 students now with eventual expansion to 
accommodate 750 students. 

The new Senseny Road Elementary School presented some problems to 
the designer, Howard D. Whitmore, due to several site conditions, so 
particular emphasis was stressed on designing the building to follow the 
contour of the site. The ten acres of land also had a narrow frontage on 
the highway. which caused some concern. Keeping in mind the drop in 
terrain, the designer decided a two-level plan connected by a ramped cor- 
ridor worked best and also eliminated any use of steps within the building. 
The general plan form would appear from an aerial view to be an irregular 
“U”-shane enclosing a court on three sides. 

} The school, now under construction. is located in the residential neigh- 
borhoods of Fairway and Rolline Hills Estates developments near the 
southeast section of Winchester. Completion of the building is scheduled 
for Tulv, 1966. at a cost of $437,000.00, including the site improvements of 
a ten-acre tract. 

The half a million dollar facility contains several special features. The 
bus loading area is protected bv a covered walkway to accommodate a 
minimum of four bnsses at a time. which in turn connects to the main 
entrance and central lobby. The library and multi-purpose room on an 
adiacent corridor are very near the lobby and convenient to the main 
entrance. To the right of the main entrance is a patterned wall desien of 
white block where the school name is displayed in colored aluminum 
letters. Directly behind the patterned wall is the administrative area. 
Across the corridor from the administrative area rises the hiehest portion 
of the building, the multi-purpose room. 'This room, as it implies, has 
varied activities. including a stage. and serves also as the cafeteria. The use 
of precast concrete beams, proiectine past the brick bearing walls, adds extra 
interest to the exterior treatment. Recessed brick теое!в under each pre- 
cast beam give some vertical emphasis and break up the brick wall into 
a rhythmic series of panels terminated against the white horizontal band 
of the precast Mo-Sai panels end precast beams. 

The exterior design is a wall bearing structure having a brick face with 
a cavity and block interior finish. The brick bearing walls are accented by 
the precast exposed aeeregate concrete panels above and below all windows 
surrounding the buildine. 'The floor system is a concrete slab on erade. 
With the exception of the multi-purpose room, the roof svstem consists 
of open web joists at 4^-0" o.c. metal deck, 2" insulation under a built-up 
roof. 

The interior décor includes quarry tile in the main lobby and an 
adjacent corridor connecting the multi-purpose room: all other floors will 
be covered with resilient tile except the rest rooms where ceramic mosaic 
tile will be used. The lobby also features a display case in wood paneling. 
One of the princinal features is the use of several folding partitions be- 
tween classrooms allowing more flexibility for new methods in team teach- 
ing. lectures, etc. 

The engineers designed a gas-fired heating and ventilating system which 
provides unit ventilators in classrooms and principal spaces and convector 
radiation in auxiliary areas. The library is air-conditioned, making possible 
summertime use as well as providing overall comfort and control the year 
around. All lighting is of fluorescent type, which does not depend on 
daylight in the classrooms. However, the corridors have some natural 
illumination of daylight by using skylights. Ceilings of all spaces have 
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5 Ф The five acre site of this church 
| commands one of the highest points in 
the area. The view toward the east 
overlooks a new residential develop- 
ment and a golf course. The main 
parking area is located at the side and 
is partially screened from the street by 
the rise of the site. 

From this parking area, the visitor 
walks into the space between the sanc- 
tuary and fellowship hall. This open 
area is the highest point on the site and 
from here there is a wide vista of the 
surrounding landscape. 

The sanctuary is square in plan and 
will have the communion table in the 
center with congregation, choir, and 
minister seated around. The seating 
area with a capacity of 350 people is 
surrounded on three sides by an ambu- 
latory. The clerestory will provide some 
natural light to the interior, but pri- 
mary attention will be focused on the 
center by means of accent lighting. A 
sacristy and robing room for the choir 
will be located opposite the narthex 
with toilets and mechanical room in a 
partial basement. The steeple, topped 


EPIPHANY METHODIST CHURCH, VIENNA 


BALBIR S. BRAR WHITENER & SKILLMAN with a gilt orb and cross, will dominate 
Mechanical Consultant General Contractor (Continued on page 74) 


A CHURCH AND A SCHOOL BY 


STRANG & CHILDERS, AIA, & ASSOCIATES 


FAIRVIEW ELEMENTARY € The original school was constructed 
SCHOOL, FAIRFAX COUNTY in the late 30's with an addition at the 
: rear constructed about ten years later. 
KENDRICK & REDINGER PATTON-KELLY & ASSOCIATES The retention of existing athletic fields 

Mechanical Consultants Civil Engineers vA Dr жи E 


and septic system left the front of the 
W. BRADLEY TYREE, INC. original building as the only feasible 
General Contractor location for this addition. ` 

A new entrance lobby is located in 
the addition, opening to an interior 
court created to provide natural light 
to an existing classroom. The school's 
P.T.A. is presently planning to land- 
scape the court which also serves as a 
visual termination for the main cor- 
ridor of the addition. To the left of the 
canopied entrance, is the new adminis- 
trative suite, including clinic, school of- 
fice, conference room, offices for prin- 
cipal and visiting teachers, and a rec- 
ord vault. To the right, on the corridor 
are five classrooms, library, and two 
special instruction rooms. А separate 
addition at the rear houses the inciner- 
ator and equipment storage. 

W. Bradley Tyree, Inc., Falls Church, 
the general contractor, did the concrete 
and foundations work, as well as the 
carpentry and waterproofing. Other 
ar em (Continued on page 74) 
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School and Residence Designed 


by Spigel, Zinkl & Herman 


е The City of Hopewell recently 
awarded a contract for the construction 
of a new high school. The facility, 
intended for a school population of 
1,200, is a one and two story structure 
centering around an open courtyard. 

To solve the circulation problem and 
to keep school traffic orderly, the lay- 
out of the school has been designed 
to provide a traffic pattern by which 
students proceed from class to class in 
adjoining areas rather than forcing 
them to criss-cross the building. The 
courtyard provides a diagonal traffic 
core for the instances when it is neces- 
sary to cut across the usual traffic flow. 

The major elements in the design in- 
clude an auditorium, a gymnasium, 
band and music facilities, a library 
which serves as the focal point for the 
courtyard, dining areas and the usual 
range of classrooms from laboratories 
and shops to academic subjects. 

A special feature of the Hopewell 
High School is that it was designed to 
have a larger than usual square foot 
per student ratio. This was done to 
provide flexibility and to enable the 
school to absorb future growth of the 
student body. It was further designed 
to allow instruction in depth in all sub- 
jects by making space available for 
special projects. The main purpose, 
however, related to the instructional 
needs of the community. Hopewell is 
an industrialized area, and while a 

(Continued on page 84) 
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е The requirements for the residence 
of Mr. and Mrs. W. Paul Smith, on 
Knotts Island, N. C., were both simple 
and complex. The site, fronting for 
some 800 feet on the bay and encom- 
passing some 90 acres in all, consisted 
of family land belonging to Mrs. Smith. 
The aim of the owners was to erect a 
residence which would be Colonial in 
character, sufficiently informal to blend 


SMITH RESIDENCE 


BAGGETT CONSTRUCTION CO. 
General Contractor 
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HOPEWELL HIGH SCHOOL 
EDWIN B. SMALL 
Structural Consultant 
VANSANT & GUSLER 
Mechanical Consultant 


J. W. ENOCHS, INC. 
General Contractor 


with the predominantly rural atmos- 
phere of the island, but which would 
offer on the interior all of the modern 
conveniences and facilities for enter- 
tainment. 

'The answer to these requirements has 
been a house which recalls the Colonial 
in its materials of beaded edge wood 
siding accented by a belt board and the 

(Continued on page 83) 
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CONTEMPORARY 
CONCEPTS BY 
J. ROBERT CARLTON 
& 
ASSOCIATES, 
ARCHITECTS 


< DOMINION CHEVROLET 


WAGONER CONSTRUCTION CO., INC. 
General Contractor 


9 The Dominion Chevrolet facility, 
located in the 6500 block of West 
Broad Street, Richmond, has one of the 
largest service facilities of any dealer- 
ship in this area. This design was ar- 
rived at through intensive consultation 
with the Dominion Chevrolet service 
personnel. 

The Service Department operates 
70 stalls and is capable of handling 150 
cars per day. The existing site topog- 
raphy and the Dominion requirements 
for vertical expansion of their Parts 
Department largely controlled the de- 
sign of the building. 

'The Display Room was conceived as 
a simple display case in which the auto- 
mobiles would be featured. The archi- 
tects did not want the building to com- 
pete with the cars. To emphasize the 
automobiles, special attention was given 
to lighting and to providing a very 
simple background. 

Of technical interest is the load bear- 
ing structural tube curtain wall around 
the Display Room. It is glazed with 
neoprene “zipper” gaskets. 

‘The outdoor illumination for new 
and used car display is provided by a 
combination of mercury and quartz 
light sources providing both high level 
illumination and correct color balance. 

With Wagoner Construction Co., 
Inc., of Salisbury, N. C., as general 
contractor, subcontractors and suppliers 
included E. С. Pruitt, Inc., excavating; 
Binswanger Glass Company, windows, 
window walls, glazing; M. P. Barden 
& Sons, Inc., painting; Oliva & Lazzuri, 
Inc., terrazzo; Chewning & Wilmer, 
Inc., electrical work, lighting fixtures 
(supplied by Thomas Harris & Co.) ; 
C & T Mechanical Corp., plumbing 
fixtures, plumbing, air conditioning, 
heating, ventilating. 
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COMMONWEALTH FORD P 
AUSTIN BROCKENBROUGH 
Structural Consultant 
MORTON MARKS 


Interior Decorator 


R. L. BULIFANT & CO., INC. 
General Contractor 


Ф The owners program placed em- 
phasis on providing distinct “identifi- 
cation” for the new facilities in Rich- 
mond. The architect’s solution included 
the distinctive roof over the display 
room which is clad with gold anodized 
aluminum. The rest of the facilities 
are of concrete masonry, finished with 
an offwhite color to provide a simple 
background for the display room. ‘The 
dark accent at the fascia line and the 
gold doors on the service department 
provide a simple exterior color scheme. 

The architects designed the signs 
which are conceived as simple identifi- 
cation signs only, It was felt that the 
owner’s interest would be best served 
by presenting to the public a combina- 
tion of building and signs in good taste, 
without unnecessary ostentation. 

The facility provides modern service 
facilities wth a special department for 
servicing large trucks, a central parts 
distribution area, a separate depart- 
ment for truck and fleet administra- 
tive offices, a connecting wing contain- 
ing the main administrative offices with 
a customer’s lounge and the display 
room and salemen’s area to the front. 
Special attention was directed to the 
intensity and color of lighting. 

R. L. Bulifant & Co., Inc., the 
general contractor, did the work on 
foundations, concrete and carpentry. 
Principal subcontractors and suppliers 
included the following: 


Shoosmith Bros., Inc., excavating; Scruggs & 
Thomas, masonry; Montague-Betts Co., Inc., steel; 
Houck & Green, steel roof deck; Joe M. DeShazo 
Roofing Co., roofing; Sash, Door & Glass Corp., 
window walls, glazing; Geo, E. Mowbray, Jr. Paint- 
ing Co., painting; Wallace Sound Conditioning, 
acoustical; Joseph Prezioso, plaster; Oliva & Lazzuri, 
Inc., ceramic tile, terrazzo; McL. 'Т. O'Ferrall & 

nt tile; Miller Mfg. Co., Inc., millwork; 
ev Co., Inc., stecl doors and bucks; Oliver 
ectrical Contractors, Inc., electr work; 


a 
Harris & Co., supplier of lighting fix- 
,& T Mechanical Corp., plumbing, air 

oning, heating, ventilating; Pleasants Hard- 


ware, hardware. 
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9 The Shirley Service Building in 
Fairfax County, below, is the largest, 
most modern facility of its type in the 
country. Its purpose is to provide a 
central warehousing and distribution 
center for the Woodward & Lothrop 
retail store operation in the Washing- 
ton area. In addition, service shops are 
included for carpentry, upholstery, 
store fixture repair and painting, carpet 
cutting and binding 

The retail store, of approximately 
20,000 sq. ft., is at one end of the build- 
ing which is related to an extensive out- 
door Garden Shop. Approximately 
89,000 sq. ft. of mezzanines in the 
building provide space for office func- 
tions, employee lockers, cafeteria and 
store fixture storage. 

'The frame, roof deck and walls are 
of precast concrete which was cast 
jointly by Virginia Prestressed Con- 
crete Corp., Roanoke; Concrete Struc- 
tures, Inc., Richmond; Shockey Broth- 
ers, Winchester, and Southern Block 
and Pipe Corp., Norfolk. This was 
necessary due to the quantities involved 
and the short time available for con- 
struction. 


SERVICE BUILDING 
FOR WOODWARD & LOTHROP 
ч WILLIAM J. BLANTON 


Structural Consultant 


CHAS. H. TOMPKINS CO. 
General Contractor 
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(Dementi Studio) 


An interior truckway of approxi- 
mately 40,000 sq. ft. is contained with- 
in the building, providing a protected 
area for the loading and servicing of 
Woodward & Lothrop’s fleet of de- 
livery vehicles. Approximately 35 de- 
livery trucks can be loaded simultane- 
ously with semi-automated equipment. 

Cooperation between Woodward & 
Lothrop technical personnel and in- 
surance underwriters, Fairfax County 
Fire Marshal and Carlton & Associ- 
ates produced a sound and economical 
approach to the smoke detection and 
fire protection programs. This coupled 
with the prestress frame and roof deck 
enabled the building width of 400 
without intermediate fire walls. 

(Continued on page 83) 
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V. P. I. COLISEUM 


DESIGNED BY CARNEAL & JOHNSTON 


Architects — Engineers 


T. C. BRITTAIN COMPANY 
General Contractor 


(Photos by Deyerle Studios) 


прав У.Р.І. CorisEUM, one of the | 
recent major structures in V.P.I/s 
continuing construction program, was 
completed in 1962 at a cost of approxi- 
mately $2,500,000.00. The building 
measures 349 feet by 223 feet. The 
main Coliseum section contains basket- 
ball court, spectator stands for 10,000, 
offices, utility rooms and concession 
areas. It has the equivalent of seven 
stories of clear height inside. There 
are no interior columns. Emptying time 
is seven minutes. Floor of the basket- 
ball court is removable to allow other 
uses. Although designed primarily for 
sports events, it has been successfully 
used for assemblies, graduation exer- 
cises and concerts. 

'The separate Field House section at 
the rear contains three floors with lock- 
er rooms, shower rooms, two practice 
courts, two handball courts, a large 
classroom, a conference room, a laun- 
dry, fifteen offices and several dormi- 
tories for visiting teams. 

Exterior concrete buttresses, the larg- 
est 130 feet long and 80 feet high, take 
the thrust of the curved laminated wood 
arches which span 225 feet. Reinforced 
concrete and structural steel are used 
for the Field House portion. Exterior 
walls are poured-in-place concrete and 
masonry block laid in square pattern. 

T. C. Brittain Co., Decatur, Ga., 
general contractor, did the work on 
piling and foundations. Excavating was 
done by the owner. Among the sub- 
contractors and suppliers were the fol- 
lowing Richmond firms: 


Virginia Steel Co., Inc., reinforcing steel; J. A. 
Ryan, representing J. B. Eurell Co., Lansdowne, 
Pa., gypsum roof deck; James Н. Carr, Inc., rep- 
resenting Rilco Laminated Products, Inc., Newark, 
N. J., laminated arches; Miller Manufacturing Co., 
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RAWLINGS & WILSON 
Architects 


OR MANY YEARS, the Baptists of 

Virginia have been serving the re- 
ligious needs of Baptist students in state 
colleges and universities through the lo- 
cal Baptist churches and through the 
Baptist Student Unions at the cam- 
puses. With the increase in college 
enrollments, the numbers of Baptist stu- 
dents and the BSU activities have out- 
grown the temporary facilities used as 
student union centers. Sunday worship 
services are not conducted at the Cen- 
ters, and the students’ attendance at 
the local churches is encouraged. The 
local churches are meeting the growing 
demands with their own building pro- 
grams; however, since the students 
come from various parts of the state 
and nation, Baptists throughout the 
Commonwealth have assumed the obli- 
gation of meeting the capital and op- 
erating needs of the Student Centers. 


= 
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MARY WASHINGTON COLLEGE 


LEONARD M. EMBREY 


General Contractor 


THREE 
BAPTIST 
STUDENT 
CENTERS 


E. L. SIMMONS & ASSOCIATES 
Mechanical & Electrical Consultants 


WILLIAM Т. ST. CLAIR 
Structural Consultant 
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In 1960, the Virginia Baptist General 
Board, through its Student Depart- 
ment, launched a construction program 
aimed at replacing the inadequate 
facilities with permanent buildings 
specifically designed to accommodate 
the planned activities and growing 
number of students. The first Baptist 
Student Center constructed under this 
program was built at the University of 
Virginia, with Paul Johnson as archi- 
tect. (Mr. Johnson is now associated 
with the Baptist Sunday School Board 
in Nashville.) 

The next most urgent need was to 
expand the Student Center at Mary 
Washington College. Housed in a small 
stone bungalow donated by Fredericks- 
burg Baptists, the BSU was hampered 
in its growth by inadequate meeting 
and recreational facilities. Rawlings 
and Wilson, Architects, were retained 


LONGWOOD COLLEGE 


KENBRIDGE CONSTRUCTION CO., INC. 
General Contractor 
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RADFORD COLLEGE 


WELLS & MEAGHER 
Supervising Architects 


EVERETT WADDEY COMPANY 
Interior Decorator 


TRINKLE & DOBYNS, INC. 


General Contractor 


to develop a long-range expansion pro- 
gram planned around the existing 
building and future needs. The result 
was a proposed three-stage expansion. 
The first stage, a combination meeting 
room and recreation room was com- 
pleted in 1963, with toilets, heating, 
and storage to serve the ultimate 
growth. Stage two, enlarged meeting 
and recreational facilities, including a 
snack-kitchen, will be added to the rear 
as funds become available. The third 
stage envisions the demolition of the 
stone bungalow and erection of an ad- 
ministration office, student lounge, li- 
brary-conference room and a_ prayer 
center. The stone from the old building 
will be used to form a retaining terrace 
wall and to retain the sentiment at- 
tached to the initial gift from the local 
church. 

At Longwood College in Farmville, 
the Baptist Student Center was occupy- 
ing one floor of a building owned by 
the Methodists. Engaged in their own 
building program, the Methodists plan- 
ned demolition and replacement of the 
building in 1965. Consequently, the 
Baptists purchased a site on Ely Street 
directly opposite the new dormitories 
and again retained Rawlings and Wil- 
son to design a complete facility. This 
building, completed in the spring of 
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1964, contains a formal lounge, meeting 
room, recreation room, kitchen, library- 
conference room, administration office 
and workroom, and a small prayer 
center. A sheltered terrace provides 
space for outdoor recreation activities, 
and terraces are to be added in the 
future to serve the lounge and meeting 
room. 

At Radford College, the rapid 
growth of the college and the dilapi- 
dated condition of the old frame house 
used as a student center combined to 
establish an early priority for replace- 
ment. Designed by Rawlings and Wil- 
son and completed this summer by the 
construction firm of ‘Trinkle and 
Dobyns, Inc. this newest and largest 


SUBCONTRACTORS & SUPPLIERS 


LONGWOOD COLLEGE 


Kenbridge Construction Co., Inc., general con- 
tractor, excavating, piling, structural wood, 
carpentry; Newman Bros., Far 
Bruce & Holmes, Lawrencevill y 
Steel Co., Inc., Richmond, st Г. B. Dornin- 
Adams Co., Lynchburg, waterproofing, roofing; 
W. Н. Stovall & Co., Ínc., Richmond, windows; 
Allied Glass Corp., Richmond, glazing; Miller 
Bros., Burkeville, painting; W. Morton Northen 
& Co., Inc., Richmond, acoustical; J. H. Mac- 
lin, Jr., Lawrenceville, plaster; The Floor Shop. 
Farmville, terrazzo, ceramic and resilient. tile: 
Miller Mfg. Со., Inc, Richmond, millwork: 
Wholesale Builders Supply Co., anoke, steel 
doors and bucks; Smitty Bros. іс Co., 
Inc., Farmville, electrical work; Carpenter's, 
Farmville, plumbing, air conditioning, heating. 
ventilating Pleasants Hardware, Richmond, 
hardware; Montague-Betts Co., Inc. Lynch- 
burg, toilet partitions. 


MARY WASHINGTON COLLEGE 


(All Fredericksburg firms unless otherwise noted) 

Leonard M. Embrey, Fredericksburg, gencral 
contractor, excavating. piling foundations 
masonry, roofing, carpentry, glazing, painting 
weatherstripping, insulation; William H. Dicken- 


NOVEMBER 1965 


(Goodwin Studio) 


center contains a large meeting room- | 
lounge, library-conference room, recre- 
ation room, kitchen, prayer center, | 
administration offices, and storage and | 
service spaces, A sunken terrace on the | 
south supplements the recreation room | 
and, well screened by planting and 
visual baffles, extends the prayer center 
into a meditation garden. ; s | 
The program of construction is 
planned to continue until the Baptist 
students at all of the state colleges are | 
served by adequate, attractive and well- 
staffed Baptist Student Centers. These 
will be planned for growth with the 
institutions they serve, not only in phy- 
sical size, but also in student participa- 
tion and Christian service. 


RADFORD COLLEGE 


Trinkle & Dobyns, Inc., Dublin, general con- 
tractors, excavating, foundations, concrete, ma- 
sonry, carpentry, weatherstripping, insulation; 
Roanoke Iron & Bridge Works, Inc., steel; T. 
L. Kirby, Radford, waterproofing, roofing; 
Hope’s Windows, Inc, Arlington, windows; 
Skyline Lumber Co., Inc., millwork, structural 
wood; Salem Glass Corp., glazing; Tilley Paint 
Co., Pulaski, painting; Billy R. Ayers & Son, 
Inc., Roanoke, plaster; Byrd’s Terrazzo & Tile 
Co,, Roanoke, ceramic tile; W. Morton Northen 
& Co., Inc., Richmond, resilient tile; Harry Н. 
Roberts, Inc., Roanoke, steel doors and bucks: 
Star Electric Co., Radford, electrical work, heat- 
ing, ventilating; Galax Plumbing & Heating Co., 
Inc. plumbing; Graves-Humphreys, Inc., Roa- 
noke, hardware. 


son, plaster; Evans Tile Co., ceramic tile; Car- 
ver's Floor Service, resilient tile; Rappahannock 
Electric Light & Power Co., electrical work; 
John Jennings, Partlow, plumbing, air con- 
ditioning, heating, ventilating. 
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J. Coates Carter, AIA, 


Designs New Quarters 


For Virginia National 


Bank in Martinsville 


A The Virginia National Bank moved into its new quarters Friday, October 1. 
The building is surrounded by three major streets with convenient access to 
parking lot and drive-in window. 

Some of the features of the building are as follows: A meeting room to seat 50 
or more people, accessible from the main entrance to the building, independent 
of the bank facilities. This is provided with a kitchen space for serving lunch- 
eons. Offices enclosed with movable wood finished partitions, which may be altered 
as the bank facilities grow. Part of the second floor is unfinished, providing for 
future expansion, with elevator and stairways. The exterior surface is of enamel 
brick. Anodized gold on aluminum was used for all metal trim and doorways. 
Window panels are of blue aggregate. Landscaping provides for evergreens, 
maples and crape myrtle. 

Some 3,000 people visited the bank opening day. 
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SOWERS, RODES & WHITESCARVER 
Mechanical Consultants 


AMERICAN FURNITURE & FIXTURE 
CO., INC. 


Interior Decorator 


J. V. RICHARDSON, INC. 


General Contractor 


ROBERT G. CAMPBELL 
Landscape Architect 


(Photos by Remsen Studio) 


SUBCONTRACTORS & SUPPLIERS 

(АП Martinsville firms unless otherwise noted) 

J. V. Richardson, Inc., general contractor, 
foundations, concrete, masonry, carpentry; Wil- 
liams Ready Mix Concrete, excavating; Martins- 
ville Iron & Steel Co., steel, steel roof deck, 
steel grating, handrails; Helms Roofing Co., 
roofing, roof insulation; Richard Shough Paint 
Shop, painting, plastic wall finish; Building 
Supply Co., Inc., millwork; Larry’s Electric Co., 
electrical work (Lightolier lighting fixtures); 
Prillaman & Pace, Inc., plumbing (American- 
Standard fixtures), heating and ventilating. 

Others were Economy Cast Stone Co., Rich- 
mond, stone work; The E. F. Hauserman Co., 
Washington, D. C., paneling; J. W. Squire Co., 
Inc., Danville, acoustical, resilient tile; Byrd's 
Terrazzo & Tile Co., Roanoke, c nic tile; 
Dixie Building Products, Inc., Roanoke, steel 
doors and bucks. Glass and zing were by 
Pittsburgh Plate Glass Co., air conditioning by 
'Trane and hardware, Russwin. 


a 
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SMYTH COUNTY COMMUNIT 


ECHOLS-SPARGER & ASSOCIATES 


DEAN E. 


JOHN M. STACEY 
Hospital Consultant 


ONSTRUCTION on the new Smyth 
County Community Hospital in 
Marion is well underway, and the citi- 
zens over the county and surrounding 
area are able to visualize the fruits of 
their efforts in time and contributions 
toward making this project possible. 
What has been a dream is now becom- 
ing a reality. Completion of the $1,- 
750,000 facility is scheduled for Jan- 
uary 1, 1967. 

The move to organize a community 
non-profit hospital was spearheaded by 
a group of men from the Marion 
Chamber of Commerce, and in 1961 
the Smyth County Community Hos- 
pital was organized. A hospital con- 
sultant was retained to prepare a sur- 
vey to determine the needs for a new 
community hospital. Recommendations 
of the survey were followed, which in- 
cluded the purchase of two privately 
owned hospitals. A local fund-raising 
campaign was successfully completed 
in March, 1963, with $955,000 being 
raised in pledges through local sub- 


scription. In October, 1964, the De- 
partment of Health, Education and 


Welfare, under provisions of the Hill- 
Burton Act, allocated $1,029,000 for 
construction of a new 75-bed hospital. 

Present plans include the following 
adjunct facilities which will be ade- 
quate for expanding the capacity to 132 


to tell the Virginia Story 


BEAMER: Administrator 


Architects * Engineers 


Y HOSPITAL 


DR. H. P. GRAHAM: President of the Board 


J. E. DAVIS & SONS, INC. 


General Contractor 


SUBCONTRACTORS & SUPPLIERS 


J. E. Davis & Sons, 
Mic or, carpentry, 


Inc., Galax, general con- 
painting, insulation; Mc- 
Alister Construction Co., Roanoke, excavating: 
Me Kinney Drilling Co., Alexand foundations; 
Ellis Block & Ready Mix Concrete 'Co., Marion, 
concrete; General Shale Products Corp., Kings- 
port, in., Natco structural tile, masonry; 
Calloway Bldg. Products, Inc., Knoxville, rein- 
forcing steel; Structural Stee Co., Inc., Roanoke, 
structural steel, steel ting, handrails; Inland 
Steel Products Co., Baltimore, Md., steel roof 
deck. 

Also, Industrial 
Bristol, roof deck, 


Decking & Roofing Corp. 
roofing; Dixie Exposaic, Inc., 
Mt. Airy, N. С., exposed aggregate; Cupples 
Products Corp., St. Louis. Mo.. windows, window 
walls; Mt. Airy Glass Co.. Mt. Апу, glazing: 
Marsteller Corporation. Roanoke, conductive 
flooring; United States Plywood Corp., Roanoke 
paneling; Powell Company. Waynesboro, food 
service equipment; Т > any, Roanoke 
acoustical tile; K. Kingsport 
Tenn., plaster. 

Marus Ма е & Tile Co.. Inc 
N. ceramic tile errazzo: R. W. Hash. 
Galax, resilient ti avlor Bros.. Inc., mill- 
work, weatherstripping: American Metals, Тпс., 
New Orleans, La., steel doors and bucks: D. W. 
Allen & Son, Ine., Hillsville, lighting fixtures 
electrical work: D. R. Moxley. Galax, plumbing 
fixtures. plumbing, conditioning, heating 
ventilating: South ator C^., Inc.. Greens- 
horo. elevator: Nelson Roanoke Corp.. Roanoke 
hardware: Amerav Co.. Kenvil. N. 1., X-Ray 
protection; Art Metal, Inc., Jamestown, N. Y., 
hospital casework. 


Grcenshoro, 


beds: administrative department; surgi- 
cal, cystoscopic, anaesthetic and recov- 
ery suite; delivery suite; central sterile 
department; doctors’, nurses and em- 
ployees' locker facilities; emergency de- 
partment; radiography suite; labora- 
tory, including pathology, bacteriology, 
and serology; pharmacy; therapy de- 
partment; central kitchen, refrigeration 
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RAYFORD В. SMITH 
Structural Consultant 


and dishwashing facilities; central stor- 
age and supply area; laundry and 
housekeeping facilities; lobby and snack 
bar; staff and employees’ cafeteria; staff 
library and conference room; morgue 
and autopsy; and vertical transporta- 
tion. Present proposed bed capacity 
consists of two 31-bed medical-surgical 
nursing units and one 13-bed obstetri- 
cal nursing unit with a 20-bassinet nurs- 
ery which includes observation and pre- 
mature nursery facilities. 

'The master plan includes future ex- 
pansion in three additional phases: 
Phase 1 now under construction for 
75 beds; phase 2: 132 beds; phase 
3: 189 beds with adjunct facilities 
also being expanded; phase 4 to be the 
final phase with a total capacity of 
224 beds including additional out-pa- 
tient facilities and a complete 20-bed 
pediatric unit. 

The setting is well oriented in a quiet 
neighborhood away from industry and 
heavy traffic, overlooking the adjacent 
residential section with a wooded area 
as a background. The access is from 
Hungry Mother State Park Boulevard 

Rt. #16) and Gills Street. Emergency, 
service, doctors and employees, and 
public entrances are all separate with 
parking facilities adjacent to each area. 

In addition to the main five-story 

(Continued on page 81) 
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Branch Bank, 


Richmond National 
Bank & Trust 
Company on 


West Broad 


ертте пиана. 


KENDRICK & REDINGER 


Mechanical Consultants 


GOMERSALL & AYERS 


Architects 


The branch bank today is primarily designed as a service building for the 
community. The design of this bank and property is based on providing a safe, 
efficient, convenient and comfortable project to satisfy the customers’ financial 
needs. The desire was to design a contemporary building that would set the 
feeling for an up-to-date, modern banking facility. This was to be set within 
the framework of economical building cost and ease of maintenance. For, al- 
though the bank handles large sums of money, it is still responsible to its in- 
vestors as are other businesses. If the building is expensive to maintain or costs 
more than can be economically financed, it is not a wise investment. 

The bank is located on a busy thoroughfare in an area in which nearby build- 
ings are not particularly attractive; therefore it was felt that a simply stated 
building affecting a light, airy feeling would be the best solution and would 
through contrast advertise itself and possibly influence other buildings in the area. 

Since it was felt there would be a large volume of automobile customers, 
a drive-in window was provided on the side with its own separate driveway lane 
to avoid interference with the parking area. This is designed for a future ad- 
ditional lane. 

A night depository is also provided for after hour bank deposits. The location 
is set in a well lighted, open area at the front of the building as a customer safe- 
guard. To avoid a cluttered look of cars in the front of the building, the parking 
for walk-in customers was located at the side and rear of the building, but the 
entrance was located at the side convenient to this parking. 

A wide overhang was provided at the front of the building and one side. It 
serves two purposes: a protection from inclement weather and, since the building 
with the large expanse of glass is exposed to the sun, acts as a sun shade. 

The materials were selected for aesthetic value and ease of maintenance. The 
aluminum window frames and overhang trim were pre-treated with a permanent 
amber finish by the manufacturer to blend with the concrete brick facing. The in- 
terior wall finishes are painted concrete block and the floor is covered with a 
resilient vinyl tile, 


M, E. HOWARD & SON, INC, 
General Contractor 


SUBCONTRACTORS & SUPPLIERS 
(All Richmond firms) 

C. A. Baldwin, excavating, concrete; James 
P. Dillard, pili W. M. Walder, Jr., masonry; 
Holmes Steel Co., stecl; L. L. Caudle Roofing, 
roofing; General farble Co., Inc., slate 
Vass % S inting; Joseph Prezioso, 
work; ii glazing; Frick, 
dn Smith Co., ге nt tile; R. A. 
Hino Inc., millwork; J. S. Archer Co., steel 
doors and bucks; W. L. Wachter, electrical work; 
Dominion Heating & Air Conditioning, Inc., 
plumbing fixtures, plumbing, air conditioning, 
heating. 
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GAS MEATS B BETTER FIVE WAYS 


jima 


pen you build, buy or modernize, 
be sure the heating system 
measures up to GAS! 


1. WHOLE-HOUSE 

HEAT. Gas heat is effective at 
all outside temperatures. No supple- 
mentary equipment required. Gas 
heats every room in the house so no 
auxiliary heaters are needed to warm 
up cold spots. 


2. DEPENDABLE. Gas is 
piped safely underground to the point 
where it’s used, in fair weather or 
foul, Gas heating systems perform at 
top efficiency no matter how cold 
the winter weather gets. 


\ eremi nen 


\ 


Y 


JÀ 


3. LONG-LIVED. Because the 
heart of a Gas Heating system is a 
flame, it lasts longer and has far fewer 
expensive-to-maintain moving parts 
than a complicated heat pump. 


4. GOOD YEAR'ROUND. 
Gas Heating and Cooling are both 
highly efficient. By planning ahead, 
you can use the ductwork of your Gas 
heating system for cooling your whole 
house, too. Gas will do both jobs, de- 
pendably and economically. 


— 


5. EGONOMICAL. Over the 
span of your mortgage, a long-lived, 
year ’round Gas comfort system can 
save you thousands of dollars. Get all 
the facts and figures from your Gas 
company. 


VIRGINIA GAS COUNCIL 
Р. 0. Box 2350 
RICHMOND 18, VIRGINIA 


MEASURE ANY 
HEATING SYSTEM 
BY THE FIVE 
IMPORTANT POINTS 


LIVE MODERN. 
FOR LESS 4 
WITH 


AMERICAN GAS ASSOCIATION 
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THE ROSSLYN BUILDING 


COE CONSTRUCTION, INC. 
General Contractor 


m The Rosslyn Building is a 12 story 
office building located in Rosslyn at 
the Virginia end of the Key Bridge 
just across the Potomac River from 
historic Georgetown. The Rosslyn area 
of Arlington County has been the scene 
of dramatic redevelopment by private 
enterprise as a result of full cooperation 
wth the Arlington County board and 
planning staff. A zoning category was 
created that enabled developers to con- 
struct modern high rise office buildings 
on sites of 30,000 sq. ft. or more by tak- 
ing advantage of the full site under- 
ground for parking facilities. The Ross- 
lyn Building rises 12 stories above its 3 
story underground parking garage. The 
tower structure occupies only 30% of 
the ground area, leaving the balance of 
the lot to provide for visitor parking at 
the entrance and the landscaped plaza 
facing the 19th Street side. 

The building, built at the cost of 
$3,600,000, contains 111,440 sq. ft. of 
space on the upper floors together with 
3 levels of parking underground that 
will park more than 300 cars. Each 
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floor will provide 8,900 sq ft. of usable 
office space. 


The luxurious lobby, finished with 
marble walls and terrazzo floors and a 
walnut grid ceiling containing incan- 
descent recessed lighting, features a 
dramatic fountain-planting arrange- 
ment and opens into a parking area 
on the one side and to the 19th Street 
front on the opposite side. All metal 
finishes in the lobby are of the dur- 
anodic bronze to match the exterior 
finishes of the building. Three high 
speed automatic elevators featuring the 
latest in electronic controls will provide 
vertical transportation from the parking 
levels to all office floors, The building is 
designed for maximum flexibility of of- 
fice arrangement and utilizes underfloor 
duct systems for telephone and electri- 
cal outlets. The heating and cooling 
system has been designed also for maxi- 
mum flexibility and comfort and uses 
the space between the hung ceilings 
and the floor slabs for return air 


(Continued on page 72) 
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TWO HIGH RISE 
STRUCTURES FOR 
NORTHERN 
VIRGINIA 
from the office of 
W. L. Mayne, AIA 
& Associates 


SILVER, SCHWARTZ & ASSOCIATES 
Mechanical Consultants 


CRAIG, ABIOUSNESS & ASSOCIATES 
Structural Consultants 


m The Landover House is a high rise 
luxury building situated on one of the 
highest elevations in the City of Alexan- 
dria with a clear unobstructed view of 
the City of Washington and the entire 
Potomac River basin. The building 
was laid out on the property so as to 
provide the maximum number of apart- 
ment units with this dramatic view. 
Landover House contains 345 apart- 
ments in the following breakdown: 112 
executive efficiencies; 125 one-bedroom 
apartments; 108 two-bedroom apart- 
ments. 

In addition, a small amount of com- 
mercial space is provided in the lower 
levels as a service to the tenants. Most 
apartments are provided with balcon- 
ies which afford an excellent view of the 
panorama before the building. On site 
parking has been provided for 11⁄4 cars 
per apartment unit. The building, to- 
gether with driveways and parking 
area, occupies less than 5096 of the six 
acre site leaving the balance for ameni- 
ties such as a swimming pool, badmin- 
ton courts, fountains and open green 
area. A roof garden and public areas 
for the enjoyment of the tenants have 
been developed, the latter with sauna 
baths, recreation rooms and a com- 
munity room. 

The building is a 17 story reinforced 
concrete flat plate design with a brick 
exterior construction. Heating and 
cooling are provided through fan coil 
units in each room, thermostatically 
controlled from an all gas fired central 
plant. Steam is generated and supplied 
to an absorption type chiller for the 
cooling cycle. Steam generated and 
fed through a converter provides hot 
water for the heating cycle. Three 
high-speed automatic elevators provide 
efficient vertical transportation for the 
tenants. 


Founded 1878 
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| 
Subcontractors for fixtures; John A. Quinn, Inc., plumb- А 
LANDOVER HOUSE Landover House included the following ing (American-Standard fixtures), air 
firms: conditioning, heating, ventilating; Otis 
ARTHUR P. BECKER From Washington: A. N. Ascosi & Elevator Co., elevators. 
Consulting Architect Sons Tile & Marble Co., Inc., stone From Bethesda, Md.: William H. 
8 work, ceramic tile; The Martin Com- Klinedist, Inc., masonry; Southeastern 
5 an pany, waterproofing; Paint Floor Co., resilient tile, wood flooring; M 
ларе MAE Applicators, Inc., 4 Maurice Bethesda Builders Supply, Inc., hard- 1 
Se cee Е Electrical Supply Co., Inc., lighting ware. (Continued on page 70) : 


Dramatic building changes on the Peninsula are re- 
flected in the upward trend of a skyline once as flat as 
the terrain. 

A new six-story office building, designed by Forrest 
Coile & Associates will set a new standard of professional 
sophistication in the area. 

It will include about 4,000 square feet of space on 
each floor, planned for custom tailoring by the indi- 
vidual tenant's requirements, with rental rates based on 
a square foot basis, so that suites of offices or entire 
floors will be available, Murray and Padgett are rental 
agents. 

The ground floor has been planned for financial in- 
stitutions and for a drugstore with luncheonette. Com- 
plete facilities for doctors and dentists will be included 
on several floors. 

The building will have individually controlled air con- 
ditioning in each office, elevator service and private 
parking facilities for tenants as well as ample space for 
visitors, 

Its site on Warwick Boulevard, next to the Jamestown 
Apartments, was chosen for its proximity to all Penin- 
sula business points and transportation facilities. 


A NEW OFFICE BUILDING FOR THE PENINSULA 


FORREST COILE & ASSOCIATES: Architects 
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BASIC CONSTRUCTION CO. 
General Contractor 


JOHN WHITMORE 
& 
PEYTON CHICHESTER 
Associated Architects 


BRANDT & MORSE 
Mechanical Consultants 


ROBERT H. DEADERICK 
Structural Consultant 


Bryant Heating & Air Conditioning Corp. 


This striking facade of blue panels, white glazed bricks, and granitized split BARKER CONSTRUGTION CO., INC, 
block was designed by Whitmore and Chichester, Architects and built by Barker General Contractor 
Construction Co., Inc., all of Richmond. Behind it there are 300,000 cubic feet SUBCONTRACTORS & SUPPLIERS 

зА! š - аА 4 3 ^ LPS From Richmond: W. W. Rowe, excavating; 
of mechanized storage and office space to serve Bryant de alers throughout. Vir- Southern Materials Co., Ine. concretey Willi 
ginia and northern North Carolina. The warehouse area is custom-designed & Willis, Inc., masonry; R. Willison Roofing 
E Ў я i А кр c Co., roofing; Concrete Pipe & Products Co., 
around the mechanical handling system that quickly moves air conditioners, furn- Inc., stone work; The Staley Co., Inc., windows, 
А я > $ x steel doors and bucks; Binswanger Glass Co., 

aces and boilers as handily as registers and water heaters. Shipments are re- Inc., glazing. 

М 3 $ + “ra Also Richmond firms: Frick, Vass & Street, 
ceived and dispatched by rail, trailer truck, and even by hand over the “City Inc., painting; Kayhoe Construction Corp., steel 

` . . . : d а C i 
Counter." The generous parking lot is a great convenience for contractors pick- fae M b. AEN. Wilton: es 
: : laster; Ruffin & Payne, Inc., millwork; Central 
ing up small items. gren ; ,m 
Ө 4 ical Service Corp., electrical work; Sash, 
In addition to the customary office spaces, there is a showroom where cus- Door & Glass Corp., therhead: doors: Guy. Smith 
; RRM By ? Spaces Sie Na , Hardware, Inc., hardware; J. P. Dillard, paving. 
tomers may view the latest models plus a classroom in which installers and Са Дарина NUN & Heating, 
+ " М "T ° + Y А Е š to., Highland Spring: imbing. 8 
servicemen are trained. This is a necessity, with Bryant's policy of keeping its Montague-Betts Co., Inc., Lynchburg, supplied 
; “ i » b the steel, steel roof deck and handrails, Air 
representatives abreast of the latest “know how" from the factory and research conditioning and heating were handled by the 
labs. owner. 


MARK P. J. WILLIAMS, VICE-PRES. 
FRANK D. WILLIAMS, VICE:PRES. 


JOHN Е. HALLMAN, JR.. PRES. а TREAS 
С. ED. LUNSFORD, JR., 5ЕСУ 


FACE BRICK d CERAMIC GLAZED 
STRUCTURAL TILE 


HANDMADE BRICK 
ESTABLISHED 1910 SALT GLAZED TILE 


CERAMIC GLAZED BRICK 
F. GRAHAM WILLIAMS CO мне аиа 
PAVING BRICK » ° SOLAR SCREEN TILE 


INCORPORATED 


GRANITE 
Я Жыз A s FIBERTEX PRECAST LIGHT 
LIMESTONE “Beautiful and Permanent Building c/Materials' WEIGHT INSULATING ROOF 
AND WALL SLABS 
GRAB ORCHARD STONE OFFICES AND YARD: 1690 MONROE DRIVE, М. E. — 
PENNSYLVANIA BLUESTONE PHONE TR. 5-0043 P. O. BOX 13406, STATION K HAR-BAR PARKING BARRIERS 
NOR-CARLA BLUESTONE а 
ARCHITECTURAL TERRA СОТТА 
ATLANTA, GA., 30324 p S 
FEATHEROCK 
FLAMINGO MASONRY CEMENT 


BUCKINGHAM-VIRGINIA SLATE FOR COLORED MORTAR 


VERMONT SLATE 
MASONRY CLEANER 
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A IMPOSING AND UNUSUAL structure 
designed specifically to meet the 
requirements of the Fleet Training Cen- 
ter to be constructed at the Naval Base, 
Norfolk, has just been lifted from the 
boards of Clark, Buhr & Nexsen, Nor- 
folk Architects & Engineers, and will 
shortly be advertised for bids by the 
Director, Atlantic Division, U. S. Navy 
Bureau of Yards and Docks. 

While the building will be modern 
in concept and appurtenances, embody- 
ing many new training innovations 
especially designed for utilization as a 
Technical Training Building, it will 
harmonize with the Fifth Naval District 
Headquarters and other structures 
which it will adjoin. The criteria for 
this important training facility were 
prepared under the direction of Cap- 
tain Robert E. Sinnott, USN, Com- 
manding Officer of the Fleet Training 
Center, and the design as well as the 
construction has and will be performed 
under the cognizance of Rear Admiral 
Norman J. Drustrup (CEC) USN, 
Director, Atlantic Division, Bureau of 
Yards and Docks. 

Strict compliance with Bureau di- 
rectives regarding type of construction 
and character of facilities has been ob- 


served, and design requirements con- 
form to precepts established by the 
Department of Defense for Value En- 
gineering. It is to be noted that the 
structure will be three-story, ‘“L”- 
shaped, containing 86,000 square feet 
of floor space which provides for class- 
room, laboratory and administrative 
functions and, in addition, a 230-man 
auditorium is included. The building 
has been designed on a module basis 
to enable utmost flexibility and to facili- 
tate meeting modifications in space re- 
quirements that may be dictated by 
unforeseeable future developments. 
Compartmentation of the structure 
will provide for training requirements 
associated with damage control, under- 
sea weapons, radio and ship handling, 
with supporting administrative and 
operational services. An unusual fea- 
ture of the training equipment will be 
a floating damage control trainer 
dubbed the “U.S.S. Buttercup” by the 
Navy. The trainer is by no means a 
little flower, as it consists of a 48-foot 
by 28-foot section of a ship’s hull, com- 
plete with utility, ventilating and elec- 
trical systems. The trainer has “de- 
signed in” casualties that test the 
students’ ability to repair damage and 


keep the “Buttercup” afloat. 

In keeping with the architectural 
treatment of adjoining structures, the 
exterior will be faced with alternating 
panels of red brick and cast stone, all 
windows and doors being of aluminum. 
A fireproof structure is insured through 
the utilization of a structural steel 
frame, concrete slabs, masonry walls, all 
supported on treated wood pile foun- 
dations. The interior finish will provide 
for resilient tile over concrete surfaces 
with terrazzo floors in lobbies, corridors, 
stairs, etc. Acoustical finish will be in- 
stalled in ceilings of all instruction 
areas. The entire structure will be air 
conditioned, and illumination will be of 
a high order of intensity to insure light- 
ing provisions that will be conducive 
to study and laboratory activities. Con- 
struction work is to be prosecuted 
vigorously to insure completion on 
schedule now set for summer of 1967. 

Jack С. Starr, on the staff of Clark, 
Buhr & Nexsen, is the Project Man- 
ager/Architect and the firm of Fraioli- 
Blum & Yesselman is the Structural 
Consultant. Mechanical, electrical, civil 
and sanitary classifications of the work 
were performed by the in-house staff of 
Clark, Buhr & Nexsen. 


CLARK, BUHR & NEXSEN, ARCHITECTS & ENGINEERS 


JACK С. STARR: Project Manager 


Fraioli-Blum & Yesselman: Structural Consultants 
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WESTERN 


ы ЖИК ИГ C тата COMPANY INC. 
NATIONAWIDE SERVICE MISSOURI! CORPORATION 


ENGINEERS == 
2106 North Hamilton Street Richmond, Virginia 23230 


Telephone: 703 359-0528 


WATERPROOFING & RESTORATION CONTRACTORS 


TELEPHONE 288-1030 P. O. DRAWER 359 


N. C. MONROE CONSTRUCTION CO. 


2710 MARTINSVILLE ROAD 
GREENSBORO N. C. 


General Contractors 


COMMERCIAL " INDUSTRIAL " EDUCATIONAL 


READY-MIX CONCRETE 
“Concrete for Permanence” 
SAND, GRAVEL, CRUSHED STONE 


LYNCHBURG READY-MIX CONCRETE CO., INC. 
Dial Lynchburg 846-6563 a a LYNCHBURG, VA. 
VALLEY CONCRETE COMPANY BEDFORD READY-MIX CONCRETE 
COMPANY, INC. 


Phone 886-4220 Summerson Row Ext. Phone 586-8380 Railroad Ave. 


STAUNTON, VA. BEDFORD, VA. 


PITTSBURGH PLATE GLASS CO. 


Dramatic Symbol of Architectural 
Materials That Meet the 
Two-Fold Challenge of Tomorrow 
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DANVILLE PRISON 
FARM BUILDING 


ROBERT W. THOMPSON, AIA 
Architect 


JOHN W. DANIEL & СО., INC. 


General Contractor 


9 Construction was completed June, 
1965, on a 39,000 square foot Prison 
Farm building for the City of Danville. 
The new building is located just a few 
hundred feet behind the building it is 
to replace. Due to its inadequate size 
and facilities, the old building had to be 
replaced with a building four times as 
large and with more security precau- 
tions for the same number of super- 
vising personnel. 

The prison wings are designed so that 
one man's supervision is required. 
There are three dormitory-type prison 
wings and the guard is in the center of 
these wings, The walls at the bathing 
facilities are left low to discourage 
vandalism and to keep the inmates 
under surveillance. Each prison wing 
is divided into three sections. One is 
the sleeping quarters, large enough to 
hold 64 men. Another section is the 
Day Room, where inmates may play 
cards, read, or watch television. 'The 
third section contains the bathing and 
toilet facilities. Each fixture is a prison 
type aluminum fixture secured to the 
floors or walls with vandal-proof 
screws. Each section is sealed off by 
security grillework, having electrically 
operated doors operated from the su- 
pervisor's position. 

Prisoners arrive at the building and 
are carried into the receiving room 
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where they are recorded and issued 
new clothing. 'This room has a de- 
tainer pen and is accessible to the 
laundry storage, thereby requiring only 
one man to operate this section. 


The dining room is divided in the 
center, thereby dividing the number of 
men so that they are easier to super- 
vise. 

Detention cells have been provided 
at the opposite end of the building 
from the prison wings along with 
trusties’ cells and guards’ bedrooms. 

The warden's office is located so that 
in time of trouble he may get to any 
part of the building quickly. Near this 
office is the records room, consultation 
room, and weapons storage. A large 
assembly room has been provided for 
visiting and also for church services. 

The entire building is joined together 
by one central corridor, making the job 
of supervision a fairly simple one. 

Other facilities include a complete 
laundry, a sick bay consisting of isolat- 
ed rooms for inmates with contagious 
diseases, a separate prison wing for 
young men to separate them from the 
hard-core or habitual criminal, and 
complete kitchen facilities. 

The building is designed to house 176 
inmates, with provisions for future ex- 
tension thereby doubling the capacity. 
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SUBCONTRACTORS & SUPPLIERS 


From 
concrete; W. L 
Danvill 
Wise-Hundley Electric Co., Inc., electrical wor 
т Dameron Plumbing & Heat 
Мег 


finish; 


T. C. 
( 


Danville: Marshall's Mix 
Miller Asso: stic 


es, pl 
Lumber & Mfg. Co., millwork; 


Ready 


xyumbing 
-Watson 


fixtures) and heating; 


Corp., hardware 


From Greensboro 
Bo 
cal.' From 
roofing; 


stec 


tile. 


From 


Corp. 
Co., 


prestressed H К 
ilient tile; Roanoke Iron & Bridge Works, 


N. C.: Carolina Steel Corp., 
onitz Insulation Co., roof deck, acousti- 
Martinsville: Helms Roofing Co,, 
Byrd’s Terrazzo & Tile Co., ceramic 


Roanoke: 


Prestressed Concrete 


Charles J. Krebs 


Virgini 
concre 


security grille work. 2 
Windows were supplied by Federal Window of 


Windfield, Ala. The City of 


Danville Public 


Works Department did the excavating, and the 


general 


contractor did the foundation and ma- 


sonry work, 


Top photo shows view of the front of the 
building from the southeast, bottom photo 
from the northeast. Center: dining room, 
looking toward kitchen, 
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CUT RATE WINDOW 
CLEANING CO. 

Е, W. BuckrEv, Mgr. 
Window Cleaning Contractor for 
Office Buildings, Industrial Plants, 
New Construction, Show Rooms, 

Banks, Offices, Residential 
Established 1920 
Dial MI 4-7265 224 S. First St. 
RICHMOND, VA. 


Harris Heating & Plumbing 
Co., Inc. 


5606 Greendale Road Dial EL 5-7444 


RICHMOND, VIRGINIA 


D& M 
CONCRETE 
SPECIALTIES 
INc. 


Septic TANKS—DRAIN TILE 
PARKING Brooks 
Precast Concrete STEPS 
Drain SPLASH BLOCKS 
CommMERCIAL WALL CoPING 
STEPPING STONES 
CoMMERCIAL WINDOW SILLS 
Precast CONCRETE SEWER 
MANHOLES 


Telephone 362-1841 
ROANOKE, VA. 


Chandler Electrical Co. 


Electrical Contractors 


235 Chester St. Phone MElrose 5-4544 
FRONT ROYAL, VIRGINIA 


Henley 


& 
Gillespie 


Electrical 


Contractors 


Construction 
or 


Maintenance 


1705 STATE STREET 
BRISTOL, VIRGINIA 


MARTIN TILE 
& MARBLE 
CO., INC. 


CERAMIC TILE—MARBLE 


TERRAZZO 


CoMMERCIAL — INDUSTRIAL 


RESIDENTIAL 


2512 GRENOBLE ROAD 
RICHMOND, VIRGINIA 
Phone 288-1232 


ASHLAND 
LUMBER 
CO., INC. 


A DIVISION 
or 
COMMONWEALTH 
CORPORATION 


LUMBER AND 
BUILDING SUPPLIES 


ASHLAND, VIRGINIA 
Phone SWift 8-8341 


MOUNTAIN TRUST BANK 


H. A. LUCAS & SONS, INC. 
General Contractor 


W The concept of design for this build- 
ing came from the blending of native 

; building material of Virginia into a 
unique oriental-contemporary design of 
today. Native field stone, rustic cedar 
siding, exposed beams, asbestos shake 
rooves, and large expanses of glass are 
used throughout. 

Enclosed oriental gardens give an in- 
formal and warm atmosphere to the 
entire surroundings. 

This building is designed as a full 


service bank, including executive 
offices, conference room, banking area, 
lounge, coupon booths, vault, and 


drive-in window. A community room, 
conveniently located at the rear, of- 
fers the neighborhood civic clubs a 
meeting place that can be used for 
many purposes. 

H. A. Lucas & Sons, Inc., Roanoke 
general contractors, are handling the 

(Continued on page 70) 


GABLES SHOPPING CENTER 


GRAVES CONSTRUCTION СО., INC. 
General Contractor 
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Т. А. Carter, Jr.: 


Mountain Trust Bank, Roanoke 


Gables Shopping Center, Blacksburg 


W The Gables Shopping Center, devel- 
oped by W. M. Pack and C. R. Rey- 
nolds, both natives of Blacksburg, is sit- 
uated on a 31.3 acre site within the 
southern corporate town limits of 
Blacksburg. The site faces U. S. Route 
460, is surrounded by residential area, 
is within three miles of the proposed 
Industrial Park and within four miles 
of the Corning Glass plant. 

The Shopping Center is approxi- 
mately 60,000 square feet in area, has 
parking for 560 cars and, of this date, 
leases to such major tenants as A & P, 
Gables Pharmacy, Leggett’s, Scott’s 
Stores, High’s Ice Cream, a beauty 
salon, and Firestone. 

In addition to the Shopping Center, 
there are several unattached buildings 
located adjacent to the site. They are 
Lendy’s Restaurant, one of the largest 
in the Roanoke-Blacksburg area; Тех- 
aco Service Center; and First Federal 
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Savings and Loan Branch. Future 
plans call for the construction of a 
professional building in conjunction 
with the shopping complex, and al- 
ready discussion is in progress for the 
expansion of two of the major tenants 
within the Shopping Center proper. 

Construction costs total approxi- 
mately $1,000,000. These costs include 
the grading and the construction of the 
Shopping Center, Texaco and Lendy's. 
As of this printing, the overall construc- 
tion is 65% complete. The Shopping 
Center is of structural steel constructed 
with light-weight concrete on metal 
deck. Ninety percent of the roof area 
is built-up, the remaining ten percent 
including the canopy is asbestos shing- 
les on wood trusses. 

Exterior walls and interior party 
walls are of masonry with the brick 
oversized and rustic for economy and 

(Continued on page 69) 
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GARBER’S 
INCORPORATED 


Trading as 
THE OVERHEAD DOOR CO. 
OF RICHMOND 


4400 Williamsburg Ave. 


RICHMOND, VA. 
Phone Mllton 8-3041 


L. K. POOLE COMPANY 


Plastering Contractors 
CoMMERCIAL — INDUSTRIAL — RESIDENTIAL 


1016 Broad St. Phone 764-1776 
BRISTOL, VIRGINIA 


(=. SESSA 
шли 
= 


N 


Marshall's 
Ready Mix Co. 


Concrete for Any Purpose 


J. B. MOORE 
Phone 793-2715 Monument Street 


DANVILLE, VIRGINIA — Electrical Contractor 


COMMERCIAL — RESIDENTIAL 


Wiring 
Clarence E. Hall Light Fixtures 
Repairing 


General 525 Alleghany Avenue 
VI 6-1447 


Contractor LYNCHBURG, VA. 


COMMERCIAL 
| MANSON & UTLEY, 
RESIDENTIAL INC. 


INDUSTRIAL 
Acoustical Contractors 


С. A. GUARD 


Richmond — Virginia 
Norfolk — Charlottesville — Lynchburg 
Masonry Contractor 


> ` 
RESIDENTIAL @ COMMERCIAL I hone DIROM 


INDUSTRIAL PLymouth 3-4306 INSULATING 
COMPANY 


Phone 795-2532 PETERSTOWN, James L. Еовр, Owner 
bu nk WEST VIRGINIA 6th and Cabell Streets 
LYNCHBURG, VIRGINIA 


KEY TOWERS APARTMENTS, 
DESIGNED BY PAUL QUIGG 
ASSOCIATES, TO RISE 
NEAR WASHINGTON 


DUNCAN GRAY 
Structural Consultant 


BALBIR S. BRAR 
Mechanical Consultant 


е This building will be constructed at a major intersection of Interstate Route 
95 approximately seven miles from Washington, D. C. This intersection is ex- 
periencing a very rapid growth with 75,000 people expected within a 34 mile 
radius between 1963 and 1968, including 120 acres of regional shopping. The 
site sits very high, on the outside of a curve in the highway, exposing the build- 
ing for several miles in both directions. 

The exposed concrete columns and the bay window treatment accentuate the 
vertical character of the building and the recesses at the top floor create pent- 
house terraces, leaving the bay windows to continue through the penthouse 
floor and terminate with their own roofs. 

Each floor contains ten apartments: one three-bedroom, one two-bedroom, 
five one-bedroom, and three efficiencies. 


NOVEMBER 1965 


VIRGINIA RECORD 


GIVE 
the 
BEST 
for 


CHRISTMAS 


HANCOCK'S 
Old Fashion Country 


For Your 
FESTIVE FEAST 
Always Ask for 
Hancock's 


At Your 
Favorite Grocers, 
Chain Store or 


Restaurant. 


HANCOCK 
COUNTRY HAM 


W. L. HANCOCK 
(Owner) 


824-7251 
RFD 1, Franklinville, N. C. 


We Ship Anywhere 
99€ Ib. F.O.B. 
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OLIVA 
and 
LAZZURI, 


Incorporated 


MARBLE * TERRAZZO * TILE 


CONTRACTORS 


Charlottesville, Va. 
Phone 293-3352 


Richmond, Va. 
MI 9-2075 


T. B. DORNIN-ADAMS 
COMPANY 
Roofing and Sheet Metal 
Contractors 
910 Orchard St. 
Phone 846-1361 
Lynchburg, Va. 


READY MIXED 
CONCRETE 


DOMINION 
ELEVATOR 
COMPANY 


FREIGHT & PASSENGER 


SAND & CRUSHED STONE 


CONCRETE & CINDER BLOCKS 


Prompt Delivery Sales—Service—Repairs 


Any Quantity Modernization 


SOUTHEASTERN — PAYN 
Dial 552-1721 E Ag 


ELECTRIC & HYDRAULIC 
Dumps-Warters & STAIR Lirts 


715 Roanoke Street 
Phone 389-8912 
Salem, Virginia 


Blacksburg 
Block 
& 
Supply Co. 


P.O. Box 374 
Route 460 North 
Newport Road 
BLACKSBURG, VIRGINIA 


Harris Plumbing & Heating Co. 
Contractors 


Sales — Installations — Service 


RADFORD VIRGINIA 


J. Н. COTHRA 
CO., INC. 


PLUMBING, HEATING & 
VENTILATING 
CONTRACTORS 


P. O. Drawer 591 
Phone FOrest 9-4776 
ALTAVISTA, VIRGINIA 


H. A. LUCAS & SONS, INC. 


GENERAL CONTRACTOR 


ROANOKE, VIRGINIA 


WILLIAM B. DEW, JR., AIA 
Architect 


RICHARD E. PHILLIPPI, INC. 
General Contractor 


NEW BUILDING AT WYTHEVILLE MOTEL 
- HOWARD JOHNSON - 


(Photos 
by 
Greear 


Studio) 


A NEW BUILDING at an existing How- 
ard Johnson’s Motel was built to 
accommodate the increased patronage. 

The site affords spectacular views of 
a valley and the mountains of south- 
western Virginia, This building was 
placed high on the hilly site, with the 
window-walls of one side facing the 
best outlook, so that the tired traveler 
might sit in his room, or just outside 
it, and look over the white roofs and 
green lawns of the lower buildings, on 
over the deep valley of Reed Creek, 
to 4000-foot peaks beyond. The other 
side looks over pleasant meadows to 
distant mountains. Through the large 


glass areas at the ends of the hallways, 
one can see 50 miles or more up and 
down the valley. 


The interior first floor ceiling beams 
and exterior porch slabs were of pre- 
stressed concrete. The second floor 
ceiling beams, and all roof framing, 
were of wood. 

Room arrangements, appliances, fix- 
tures, etc., follow the usual Howard 
Johnson program. Heating and cooling 
was by Remington “Incremental Con- 
ditioner” type room units. 


The cost of the project was $137,- 
837.00, or $5,743.22 per unit. 


ankin$ se JOHANN Inc. 


MANUFACTURERS OF ARCHITECTURAL.METAL PRODUCTS 
Р. О, BOX 7147 


RICHMOND 21, VIRGINIA 


COLONY 6-2421 


SUBCONTRACTORS & SUPPLIERS 


D. W. ALLEN & SON, INC., Hillsville: 
plumbing, heating, electrica 


ARNOLD STONE CO., Greensboro, N. С.: 
prestressed concrete 


PITTSBURGH PLATE GLASS CO., Roanoke: 
glass and glazing 


TILLEY PAINT CO., Pulaski: 


painting and decorating 
PLESS FURNITURE STORES, INC., Wythe- 
ville: 

carpet and room furnishing 


* ALUMINUM ENTRANCES * SOLAR GRILLES 
* EXTRUDED SHAPES * GRAVEL STOPS 
* DISPLAY CASES * RAILINGS 

Since 1919 * CURTAIN WALL e COPING 
* FORMED SHEET * FASCIA 
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Richardson-Wayland 
W. BRADLEY TYREE 


Electrical Corp. 


Electrical Contractors General Contractor 


St. Reg. # 7151 


1913 - 1965 COMMERCIAL 


LINE — SuB-STATION — COMMERCIAL INDUSTRIAL 


AND 
INDUSTRIAL CONSTRUCTION 


Phone DI 4-3245 
Below Memorial Bridge, S.W. 
ROANOKE, VIRGINIA 


FALLS CHURCH, VIRGINIA 


MASSAPONAX 
Sand & Gravel Corp. 


READY-MIXED CONCRETE 


WASHED SAND AND GRAVEL 


Main Office & Plant 


Fredericksburg, Virginia 
Phone ESsex 3-3841 


THIS WEST SAND AND GRA VEL 
CONTROL PANEL HELPS YOU MEET 
YOUR CONTRACT DEADLINES 


West's automated equipment gets the construc- 
tion material you need to you fast. Automatic 
loading equipment loads trucks for delivery to 
your job site quickly and efficiently. Next time 
call West. 


(Z) WEST SAND AND GRAVEL CO., ING. =] 


P. O. BOX 6008, RICHMOND, VA. + 644-3001 + 737-6001 


CRUSHED GRAVEL + MASONRY SAND • PLASTER SAND 
CONCRETE SAND * ROUND GRAVEL « CRUSHED STONE 


Distribution Terminals 


REGENT, VIRGINIA TRIANGLE, VIRGINIA 
Phone Saluda 8-2120 Phone TRojan 5-5645 


IRVINGTON, VIRGINIA 
Phone: IDlewood 8-3602 
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GADSBY URBAN 
RENEWAL PROJECT 


chem 
паге 


(Continued from 
page 37) 


elevators from the three major struc- 
tures would provide access to the park- 
ing areas. 

Servicing of the retail area has been 
carefully studied, General day-to-day 
deliveries would be handled from below 
the building in a service core. Larger 
shipments would be brought in from 
side streets during off-peak hours. 

All of the basic shapes and forms of 
the building structures are a reflection 
of the masses found throughout the old 
town area of the city. These factors 
should create a proper scale for the 
block so that it will be compatible, 
harmonious and consistent with the 
atmosphere and charm in the immedi- 
ate area and make it a unique and 
outstanding development. 


B. H. Tingler 


Stone Masonry 


Contractor 


RESIDENTIAL 
COMMERCIAL 


INDUSTRIAL 


Phone 389-6822 


RFD z 1 Salem, Va. 
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Vanzy L.Wood, Jr. 


Electrical 
Contractor 


Industrial 
NEN 
Commercial Wiring 


“Control Wiring Our Specialty" 


PERSONALIZED Licht & House WIRING 
ELECTRIC Heat & REPAIRING 


Get Us Fast With 2 Way Radio! 


Lighting Fixtures—Water Heaters 


Lamps 
Phone 293-6769 
IF NO ANSWER CALL 293-0681 


R.F.D. 1 Box 200 
Scottsville Rd. Charlottesville, Va. 


Virginia Registered No, 6440 
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SOIL INVESTIGATIONS 
* 
FOUNDATIONS 


* 
HEAVY CONSTRUCTION 
* 


LINING PIPES WITH 
CEMENT MORTAR 


(CENTRILINE and 
TATE PROCESSES) 


RAYMOND 


CONCRETE PILE DIVISION. 
Raymond International, Inc. 


140 Cedar St. * New York 6, N. Y. 
Office serving Virginia: 


1625 EYE STREET, N.W. 
WASHINGTON 6, D. C. 
Offices in other Principal Cities 


HEATING 
and 


AIR CONDITIONING 


RESIDENTIAL — COMMERCIAL 


INDUSTRIAL 


Virginia 
Air Conditioning 


Co., Inc. 


1007 Commerce St. 


1213 Church 
Victor 6-4686 


LYNCHBURG, VA. 


ходех NOON ON a me e cer 
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I. N. MeNEIL ROOFING 
and UNION 


SHEET METAL WORKS ROOFING 


Rocky Mt. Road DI 4-4698 OF 


ROANOKE, VA. VIRGINIA 
9 
INC. 


Glen Olinger 


WOODSTOCK, VIRGINIA 


Wholesale Distributor. 


` Only 
Ra ppah annock 
Electrice Co. 


Phone 459-2187 


Phone 434-9371 


Electrical 


Plumbing, Heating @ 
ЕРИСИ ; E ri. d L. A. STREET C. Н. BRANCH Harrisonburg, Virginia 
Contractors Electrical Gontractors President Vice-President г 8 pas ; 


Street & Branch, 
Inc. 


— COMMERCIAL — 


Phone ESsex 3-2843 à 
Painting Contractors 
406 Fauquier 


FREDERICKSBURG, VA. Brush e Spray 


Sandblasting 


5202 HuLL STREET Коло 
RicHMoND, VinoiNIA 23224 
Telephone 232-3188 
State Reg. 7521 


HAMMOND CENTRAL VALLEY 
MASONRY CONSTRUCTION 
Ones CO., INC. 


Masonry Contractors í 
General Construction 
ds 
St. Reg. #7554 
St. Reg. No. 5348 
P. O. Box 155 Phone 422-3151 
Phone 737-6087 


SANDSTON, VA. NEW MARKET, VIRGINIA 


Gables Shopping Center Plant Material for Highway, Community Planting Projects 


and Housing Developments 


(Continued from page 61) 
for best achievement of design. 

For the protection of the shopper 
and stores, a sloping canopy, with built- 
in sign channel, has been provided. 

The colonnade of the department 
store is constructed of epoxy covered 
steel tubes with an infill of brick and 
Granolux panels. 


Quantity Discounts & DISCOUNTS TO CONTRACTORS 


FLOWERING TREES — SHADE TREES 
EVERGREENS — FLOWERING SHRUBS 
Vines, Ground Covers, Spring Flowering Bulbs 


Ask for Free Copy 56-Page Planting Guide 
in Color 


WAYNESBORO NURSERIES 


WAYNESBORO, VIRGINIA 


SUBCONTRACTORS & SUPPLIERS 
Grayes Construction Co., Inc., Blacksburg, gen- 


CULPEPER STONE CO., INC. | 
Also, B. Н. Tingler, Salem, stone work: Roa- it 
aake poeta is NS Inc., windows, Crushed Stone for 
steel doors and bucks; t. Airy Glass Co., t. 
Airy, N. C., glazing, window walls; Unit Struc: Concrete — Driveways — Highways — Barn Lors 
tures, Morrisville, N. C., and Timber Truss Co., 4 Farm Roaps — Rip ВАР 
Inc., Roanoke, structural wood; Coe & Sons, | 
Inc., Wytheville, painting; Glazed Products, Inc., 


Martinsvil'e, glazed block; John H. Hampshire, CULPEPER PLANT: 6 miles east on Route 3 Phone 825-0455 
Inc., Roanoke, insulation, acoustical, resilient 


tile, plaster; Blacksburg Insulation Сол Ine. | FREDERICKSBURG PLANT: 2 miles west on Route 639 Phone 373-2111 


ceramic tile, terrazzo; Skyline Lumber Co., Inc., p: 
i FREDERICKSBURG SAND & GRAVEL CO. 


Roanoke, millwork. 
GRADE A SAND & GRAVEL 


Others were Muncy Electric Co., Inc., Nar- 
rows, electrical work; Thoms Harris & Company, 

PLANT: 5 Miles East of Fredericksburg on Route 3 
Phone 373-2849 — Fredericksburg, Virginia 


supplier of lighting fixtures; Harris Plumbing & 


Heating Co., Radford, plumbing, air condition- 
ing, heating, ventilating; McClung Lumber Co., 
CONTRACTORS, INC. 


Inc., Salem, hardware; Stanley R. Cupp, Chris- 
tiansburg, paving. 


A somewhat small but interesting 
feature is an “open to the sky" court, 
serving the ice-cream parlor, beauty 
salon and a proposed ladies’ apparel 
shop. This court will be landscaped 
with dwarf size trees, planting and 
benches. 

Each store has individual heating 
and air conditioning with 75% of the 
Shopping Center electrically heated 
and air conditioned. 

The Center is in a fast growing area 
of southwest Virginia and nurtured E 
by a rapidly expanding college plant M 
at Virginia Polytechnic Institute, which 
is fostering industrial, commercial and 
residential growth within the Blacks- 


J. E. DAVIS & SONS, INC. 


General 


Painting Contractors 


COMMERCIAL — INDUSTRIAL 


Phone DU 5-7110 P. O. Box 303 
VIENNA, VIRGINIA 


Contracting — Engineering 
RESIDENTIAL * COMMERCIAL * INDUSTRIAL 


Low Gap Highway BElmont 6-3879 
GALAX, VIRGINIA 
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SAM ENGLISH, INC. 


Boiler Erections & Repairs 


NORTH AMERICAN REFRACTORIES 


FABER BURNERS 


Phone 746-5214 
Richmond, Virginia 23228 


Serving The Nation Since 1911 


THE HOWARD Р. FOLEY COMPANY 


Electrical Repair, Maintenance, and Modernization 
RICHMOND, VIRGINIA 


WILLIS & WILLIS, INC. 


— Brick Contractors — 


RESIDENTIAL * COMMERCIAL * INDUSTRIAL 


Phone 272-0393 


6956 Old Westham Road Richmond, Virginia 


x  Ó— 


— 


DEALE s | NSU LA Y ION CERTIFIED 
DISTRIBUTORS REDIDENTIAL INDUSTR За APPLICATOR 
id giat 


INSULATION THAT IS PERMANENTLY 
җ„ FIREPROOF « WATERPROOF + VERMIN PROOF «+ 


FOL GUARANTEED NOT TO SETTLE — F.H.A. TERMS 
| WORKMANSHIP BY CREWS THAT ARE 
+ SKILLED + THOROUGH « NEAT + 
DIAL 5677 Virginia Beach Blvd. DIAL 


855-1515 NORFOLK 2, VIRGINIA 855-3752 
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MOUNTAIN TRUST BANK 
(Continued from page 61) 


excavating, foundations and carpentry. 
Other subcontractors and suppliers, 
from the Roanoke-Salem area unless 


otherwise noted, include the following: 

Concrete Ready Mixed Corp., concrete; С. E. 
Young Co., masonry; Structural Steel Co., Inc., 
steel, handrails; H. A. Gross, Inc., roofing; Larry 
Francisco, facing stone work; Salem Glass Corp., 
windows, window walls, glazing; A. P. Hubbard 
Wholesale Lumber Corp., structural wood. 

Others are L. R. Brown, Sr. Paint Co., painting, 
plastic wall finish; Cunningham-Lewis Corp., insula- 
tion; John Н. Hampshire, Inc., plaster Standard 
Tile Čo., Inc., ceramic and resilient tile; Skyline 
Lumber Co., Inc., ш ок; Roanoke Engineering 
Sales Co., Inc., steel doors and bucks; Cross Electric 
Co., Inc., lighting fixtures, electrical work; Weddle 
Plumbing & Heating, plumbing fixtures, plumbing, 
air conditioning, heating, ventilating; Graves-Hum- 
phreys, Inc., hardware. 


LANDOVER HOUSE 


(Continued from page 55) 

Others were D B С Согр., Alexan- 
dria, excavating; Harvey Construction 
Co., Inc., Kensington, Md., concrete; 
Max Greenwald & Sons, Inc., Tuxedo, 
Md., roofing; J. W. Hoffman Co., Inc., 
Kensington, Md., windows; Gibson 
Brothers, Wheaton, Md., carpentry; 
Charles R. Zepp & Co., Hyattsville, 
Md., painting; Virginia Metal Prod- 
ucts, Inc., Alexandria, steel doors and 
bucks; Walker Iron Works, Inc., Wood- 
bridge, handrails; Eugene W. Zimmer- 
man Corp., Alexandria, electrical work. 


Kenbridge 
Construction 


Co. 


General 


Contractors 


RESIDENTIAL—COM MERCIAL 


INDUSTRIAL 


Phone 676-8221 
KENBRIDGE, VIRGINIA 
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H. T. SMITH 
ELECTRICAL GO. 


ELECTRICAL CONTRACTORS 
RESIDENTIAL — COMMERCIAL 
INDUSTRIAL. 


ELECTRIC HEATING SPECIALISTS 


PHONE VI 6-4257 


300 OAKLEY AVE. LYNCHBURG, VA. 


ARLINGTON WOODWORKING 
& LUMBER 


— MILLWORK — 


RESIDENTIAL 
COMMERCIAL 
INDUSTRIAL 


PHONE JA 5-6122 
1115 WILSON BOULEVARD 
ARLINGTON, VIRGINIA 


HORNER ELEVATOR 
CO., INC. 


DISTRIBUTORS 


DOVER ELEVATORS 


PHONE DU 7-2214 
1607 CORCORAN ST., N.W. 


WASHINGTON, D. C. 


NICHOLS FLOOR 
COMPANY 


RESILIENT TILE CONTRACTOR 


ха 
RESIDENTIAL — COMMERCIAL 
INDUSTRIAL 


PHONE 528-2134 
3540 WILSON BOULEVARD 
ARLINGTON, VIRGINIA 


CECIL M. WORSHAM | 


STONE MASONRY CONTRACTOR 


RESIDENTIAL — COMMERCIAL 


INDUSTRIAL. 


WINESAP ROAD 
PHONE VI 6-1020 


ROUTE #3, MADISON HEIGHTS, VA. 


KIDD-GROOME 
& CLARKE, ING: 


PAINTING & DECORATING | 

CONTRACTORS | 

RESIDENTIAL . COMMERCIAL. | 
INDUSTRIAL 


PHONE 233-7182 
1824 BRIARCLIFF ROAD | 
RICHMOND, VIRGINIA 


HITE TILE COMPANY 


TILE 
MARBLE 
TERRAZZO 


PHONE MIDWAY 7-5641 
ROANOKE ROAD 
COLLINSVILLE, VIRGINIA 


—————— 


MILLER 
BROTHERS | 


PAINTING CONTRACTORS 


RESIDENTIAL 
COMMERCIAL 
INDUSTRIAL 


PHONES: 767-2530 . 767-3710 


BURKEVILLE, VA. 


J. E. BURTON CONSTRUCTION 


Division or Burton & HANLON, INCORPORATED 


General Contractor 


COMMERCIAL * INDUSTRIAL 
* RESIDENTIAL 


220 Webster St. 
SOUTH BOSTON, VIRGINIA 


Phone 572-2918 


CROSS ELECTRIC CO., INC. 
ELECTRICAL CONTRACTORS 
State Registered: Va.—N. C.—S. C. 
COMMERCIAL — INDUSTRIAL 
AIRFIELD LIGHTING 


P, O. Box 6307 Roanoke, Virginia 


KOROK ince. 


Sussipiary THe ENAMEL Propucts COMPANY, CLEVELAND, OHIO 
DESIGNERS e SUPPLIERS e CONTRACTORS 
World’s Largest Manufacturer of Porcelain Steel Chalk Board 
"If its KOROK, it’s Forever” 


Dial 354-1222, Area Code 703 
ALEXANDRIA, VIRGINIA 


CUNNINGHAM-LEWIS 
CORPORATION 


OWENS-CORNING 


FIBERGLAS 
TM 


INSULATION CONTRACTORS 


DISTRIBUTORS FOR CHROMALOX 
ELECTRIC HEAT 
Phone DI 3-0811 


631 Shenandoah Ave., NW Roanoke, Va. 
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The Rosslyn Building 
(Continued from page 54) 
plenum. Year around comfort is as- 
sured, using a 4 pipe induction heating 
and cooling system. Heating and cool- 
ing is provided from 2 gas fired low 
pressure steam boilers which supply 
steam to an absorption type chiller, In 
the summer, chilled water is supplied 
to heating and air conditioning units 
and induction units and in the winter 
steam is supplied to a converter which 
will supply hot water to the induction 
units. Individual temperature controls 
are supplied to control each induction 
unit so that the tenant has full control 
of his comfort conditions. The office 
space is furnished with a suspended lay- 
in grid type acoustical ceiling with sur- 
face mounted fluorescent lights, Office 
partitioning will utilize drywall con- 
struction on steel studs. Interior finishes 
will be at the option of the tenant. The 
bronze tinted, heat-absorbing glass will 
be provided with draperies and all pub- 

lic corridors will be carpeted. 

The building structure itself is of 
reinforced concrete, utilizing flat plate 
design. The exterior skin is bronze 
tinted glass set in a Duranodic bronze 
finished aluminum curtain wall system 
with brick panels covering two-thirds 
of the east and west elevations. Initial 
estimates during the design of the 
building indicated that, by utilizing 
brick on the east and west and using 
the long elevations toward the north 
and the south, more than $40,000 dol- 
lars could be saved in heating and air 
conditioning equipment. 

Washington firms, serving as sub- 
contractors or suppliers, included 
Schnabel Foundation Co., foundations; 
Anchor Associates, Inc., masonry; Ceco 
Steel Products Corp., steel; Cupples 
Products Corp. window walls; The 
Southern Plate Glass Co., glazing; 
Boatman & Magnani, Inc., terrazzo; 
Washington Woodworking Co., Inc., 
millwork; E. C. Ernst, Inc., electrical 
work (Lithonia lighting fixtures); 
Westinghouse Electric Corp., elevators. 

Others were Kirk Lindsey, Inc., Ar- 
lington, concrete; Anning-Johnson Co., 
Alexandria, carpentry, paneling, acous- 
tical, plaster; Jack О. Lever & Со, 
Inc., Rockville, Md., plumbing, air 
conditioning, heating, ventilating; Loeb 
Hardware, Rockville, Md., hardware. 


CHARLOTTESVILLE VIRGINIA 


ЭЗЕ АО! EAST HIGH ST. «+» PHONE 296-4171 `у— ез Q 
WRITE For free Catalogue and Brochures 


Founded 1878 


ELECTRICAL EQUIPMENT 
COMPANY 


TONNELL 
ATTERWHITE 


CERAMIC TILE-MARBLE-TERRAZZO 
CONTRACTORS 


Authorized Contractors for 


AMERICAN GRANWOOD FLOORING 
COMPANY, INC, 


PHONE 359-6747 
12 S. LOMBARDY ST., RICHMOND, VIRGINIA 23220 


Р. О. BOX 5253 


Distributors for 


Hunter and Chromalox Electric Heat, Trade-Wind Kitchen 
Ventilating Hoods and Fans, Sylvania Commercial and In- 
dustrial Lighting Equipment, and Oasis Water Coolers. 


Complete Specifications Available Upon Request 


mJ 13 and 101 West Main Street 


© » RICHMOND, VIRGINIA 


Call: 644-2643 


Va. Registered Contractor No. 6203 
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U. S. TILE & MARBLE 


CO., INC. Tauben Enea. o m 
Ceramic Tile Contractors 


e MARBLE LUMBER MILLWORK 


e TERRAZZO 


e SLATE BUILDING MATERIALS 


Phone TU 2-2300 


290 Hamilton St., S. E. 1501 Rutherford Street 
WASHINGTON, D. C. LYNCHBURG, VIRGINIA 


KRAMER MASONRY 
COMPANY 


NOAH KRAMER 


LANE 


BROTHERS 


Masonry Contractors 
PAINTING " WALL COVERING 
RESIDENTIAL " COMMERCIAL 


CONTRACTORS INDUSTRIAL 


Phone 487-2772 
210 East Brookland Park Boulevard 


'HESAPEAKE. V 
Phone Моп 9-0543 Richmond, Va. СОРАГ АРША 
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Epiphany Methodist Church (Continued from page 42) 


the site and will be visible from most 
of the surrounding area, serving as a 
community focal point. 

The fellowship hall, also square in 
plan, is one of the two buildings be- 
ing erected currently. The entire upper 
floor of this building will be used as a 
temporary sanctuary. Movable panels 
will screen the narthex from the sanc- 
tuary. This room is lit by tall casement 
windows glazed with colored glass 
around the perimeter and by a cupola 
also glazed with colored glass. Below 
the cupola is a curb to which will be at- 
tached spotlights and general illumina- 
tion. This space has been designed to 
be as flexible as possible, allowing a 
variety of seating arrangements and 
social functions as well as theater-in- 
the-round productions. 

An annex to this building contains 
the kitchen and a serving pantry. 

The basement has a large activity 
room, a pullman kitchen, church office, 
minister's study, toilets, storage, and 
mechanical rooms. The activity room 
and minister's study open to a sunken 
court at the street side. 


SUBCONTRACTORS & SUPPLIERS 

From Washington, D. C.: James A. Cassidy 
Co., Inc., Pella windows; James H. Carr, Inc., 
wood trusses; Washington Waterproofing Co., 
Inc., waterproofing; U. S. Tile & Marble Co., 
Inc., ceramic tile. 

From Arlington: Arlington Iron Works, Inc., 
structural and miscellaneous steel, steel roof 
deck, handrails; Cedar Shakes & Shingles, roof- 
i Arlington Maintenance Co., painting; 

ich Floor Co., resilient tile; Arlington Wood- 
working & Lumber Co., Inc., millwork; Roanoke 
Engineering Sales Co., Inc., steel doors and 
bucks. 

Also, Potomac Concrete Constructi 
Alexandria, foundations, concret 
Brothers, Falls Church, masonry; n 
Stone, Inc., Newington, cast stone sills; Timber 
Structures, Inc., Hyattsville, Md., laminated 
arches, wood deck; Virginia Plate Glass Co., 
Falls Church, glazing; Wayne Insulation Co., 
Inc., Alexandria, insulation; Southern Floors & 
Acoustics, Inc., Merrifield, acoustical; Dodd 
Brothers, Inc., Falls Church, plaster and dry- 
wall: Worsham & Crews, Inc., Fairfax, electrical 
work (Lightolier and Prescolite lighting fixtures): 
F. W. Harris, Inc., Annandale, plumbing (Kohler 
fixtures), air conditioning, heating, ventilating; 
Lester's Hardware, Springfield, hardware; Cokes- 
bury, Richmond, chancel furniture. 

The general contractor did the excavating and 
carpentry. 


Two classroom buildings are in- 
cluded in the master plan. One of these 
is being built at this time. The typical 
classroom building uses a double loaded 
corridor. Classrooms have floor to ceil- 
ing combination fixed and awning win- 
dows. 


VALLEY CONTRACTORS CORP. 


General Contractors 


COMMERCIAL — INDUSTRIAL 


St. Reg. #3314 


36 Dixie Drive 


Phone DU 9-4865 


SALEM, VIRGINIA 


JAMES P. 


DILLARD 


Asphalt Paving 


CoMMERCIAL е INDUSTRIAL 


Phone 359-3255 
Hamilton & Westwood 
Richmond, Virginia 


Phone 266-7993 
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Brook Hill Construction Corp. 
Public Utilities 


TRAFFIC SIGNALS 
ELECTRICAL CONTRACTING 


1200 Mountain Road 
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The fellowship hall framing consists 
of laminated arches framed into the 
central curb. The roof is three-inch 
tongue and groove wood deck with 
cedar shakes as the finish material. Be- 
tween each arch is a non-bearing wall 
with a pair of tall casement windows 
flanking a solid panel finished in bat- 
tens over plywood on the exterior and 
gypsum board on the interior. This 
building is heated by gas-fired forced 
air with all ducts sized for air condi- 
tioning. 

'The classroom building, now under 
construction, has face brick on the 
exterior and painted concrete masonry 
on the interior. Wood trusses carry the 
cedar shake roof. All classrooms are 
heated by forced hot water running 
through à radiant coil system in the 
floor slab. 


Branch Bank 


The motors and blowers which 
operate the tube system from the re- 
mote T.V. drive-in tellers to the inside 
teller unit are located in a partial base- 
ment. 

Air conditioning and heating is ac- 
complished by single duct, concealed 
behind false dome, registers with down 
floor in plaster “disc” ceiling around 
perimeter of building and common re- 
turn. Condenser and compressor unit 
are located in a well alongside the 
building. 

The concrete dome and tops of all 
canopies have white five-coat applica- 
tion plastic roofing. 

Lighting is accomplished generally 
by recessed incandescent down-lights 
in the false dome and strip fluorescent 
in the cove below, plus daylight from 
the dome's *eye". Each column has 
cylindrical lights mounted at transom 
line and emit downward and upward 
flashing the plaster and concrete discs. 

Operation of the bank is expected to 
begin December of this year. 


(from page 34) 


Fairview School (from page 42) 


subcontractors and suppliers included 


the following firms: 

From Alexandria: Cannon Construction Corp., 
masonry; Virginia Roofing Corp., roofing, insulation; 
Arban & Carosi, Inc., cast stone sills. 

From Washington, D. C.: Adams Fabricated Steel 
Corp., structural and miscellaneous steel, steel roof 
deck, handrails; Pittsburgh Plate Glass Co., glaz- 
ing: J. B. Kendall Co., hardware. $ 

From Arlington: Miller Floor Co., Inc., resilient 
tile; M. C. Dean, electrical work; Baco Co., Inc., 
plumbing (Kohler fixtures), heating, ventilating: 
Zimmer Sales Co., Sargent incinerator. 

Cthers were Bob Banks Construction Co., Inc., 
Springfield, excavating; William Bayley Co., Spring- 
field, Ohio, windows; Wilmar Contractors, lnc., 
Vienna, painting; Southern Floors & Acoustics, Inc., 
Merrifield. acoustical; Dodd Brothers, Inc., Vienna, 
plaster; McClary Tile Co., Annandale, ceramic tile, 
terrazzo; Ruffin & Payne, Inc., millwork; W. М. 
Schoenfelder & Associates, Inc.. Bethesda. Md., 
steel doors and bucks; Noland Co., Falls Church, 
supplier of lighting fixtures; Brownson Equipment 
Co., Richmond, (Levelor) Venetian blinds; Build- 
ing Specialtics, Inc., Silver Spring, Md., chalk 
boards and tack boards. 


Founded 1878 


Froehling & Robertson, Inc. 


Inspection Engineers & Chemists 
SINCE 1881 


MAIN OFFICE & LABORATORIES 
814 West Cary Street Richmond, Va. 
Telephone: Richmond 644-3025 


BRANCH LABORATORIES 


Baltimore, Md. ^ Roanoke, Va. Norfolk, Va. Raleigh, М. С. 
426-9527 344-7939 627-3679 828-3441 


Charlotte, №. C. Fayetteville, N. C, Greenville, S. С, Washin ton, D. C. 
333-7130 484-2409 239-1343 232-1904 


H. PHIL BURKS 


General Building Contractor 


RESIDENTIAL * COMMERCIAL 
INDUSTRIAL 


TENE, 
Phone 965-4211  (& COVINGTON 
310 Pine Street os VIRGINIA 


WALTER C. DAVIS 
& SON, INC. 


Electrical Contractors 


St. Reg. # 3336 


1509 Prince Street Phone KI 9-2092 
ALEXANDRIA, VIRGINIA 


г. w. ROBERTS company 


Lighting Fixtures 

Stage Lighting and Control Equipment 
Hospital Signal Equipment 

Other Specialized Equipment 


530 E. Main St. Phone MI 8-2214 
RICHMOND 20, VIRGINIA 
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J. C. LAW & SON, INC. 


NORTHSIDE 
2 ELECTRIC COMPANY 
P £ ELECTRICAL CONTRACTORS 


713 West Broad St. 


INCORPORATED 


PAINTING WALL COVERINGS “GLAZED COATINGS 


Commercial — Industrial 


TELEPHONE DI 2-4645 


Р. O. BOX 231 + ROANOKE, VIRGINIA 


Building Supply 
Company, Ine. 


ARCHITECTURAL MILLWORK 
AND BUILDING SUPPLIES 


DuPont Road Dial 632-9747 


MARTINSVILLE, VIRGINIA 


Ceramic Tile * Quarry Tile 


For Warrs & Froons 


HARDWOOD FLOORS AND 
FLOOR COVERINGS 


Phone 625-3671 3515 Colley Ave. 


NORFOLK, VIRGINIA 


/ 


Richmond, Virginia 
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Charlottesville Glass & Mirror Co. 
GLASS FOR EVERY PURPOSE 


KAWNEER VISUAL STORE FRONT CONSTRUCTION 


CONSOLIDAT 
TILE 
COMP ANY 


Flooring Contractors 


24-Hour Emergency Service 
Distributor for MIRAWAL PoncELAIN BuiLDING PANELS 
Phone 293-9188 
CHARLOTTESVILLE, VIRGINIA Tite & Livoniun 
All Types of Floor Covering 
RESIDENTIAL ө COMMERCIAL 
INDUSTRIAL 


HELMS 
ROOFING 
со. 


Suppliers of Wood Flooring 
and Resilient Tile 
for the Ikeda Residence 
page 28 


Phone 232-8723 
Midlothian Turnpike 
Richmond, Virginia 


Roofing and 
Sheet Metal 


Contractors 
St. Reg. #4876 


New Location: 


ROANOKE HIGHWAY 


Fowler 


Roofing HEDRICK 
Company BROS. 


INCORPORATED 


VALLEY 
GLASS 
COMPANY 


P. O. Box 789 


Phone 632-6493 
State Reg. #6503 


Martinsville, Virginia ДА 
Glass anc 
ý ; Sheet Metal Painting Contracto 
Glazing Contractors 


41st and Killam Ave. 
Phone MAdison 5-6526 
NORFOLK, VIRGINIA & 


INDUSTRIAL 


and 


Store Fronts 
COMMERCIAL 


306 Charles St. 
Phone 434-7641 
Harrisonburg, Virginia 


Brush or Spray 


RESIDENTIAL 


COLEMAN TRAINOR & COMPANY Риви SW 2101 4 


WATERWORKS SYSTEMS — SEWERAGE SYSTEMS 


WATER TREATMENT PLANTS — SEWAGE TREATMENT PLANTS 525 Lynn St. 


P. O. Box 1477 Area 304 — 523-3848 
HUNTINGTON, WEST VIRGINIA 25716 


DANVILLE, VIRGINIA 


= 


ы 


Stowe-Huntington Apartments 
(Continued from page 38) 


are used. Total structural steel tonnage 
is 700 tons. Joist tonnage is 275 tons. 
Weight of steel per square foot of floor 
area is 7.1 lbs. The building contains 
274,000 square feet. Balconies are sim- 
ple precast, prestressed concrete slabs 
welded to steel beam outlookers. 

The building has four large pent- 
house apartments, three and four bed- 
room types. These and the 13 typical 
floors contain 186 large apartments, 
all with balconies. The ground floor 
is planned to include only utilities, i.e., 
lobby, offices, laundry facilities, boiler 
room, etc. 

Exterior facing material is brick, 
glass and metal siding for the pent- 
house walls which are set back from 
the building face to allow for terraces. 
The interior of the building is finished 


. completely in gypsum wallboard, 


painted. Required fire ratings of 3-hour 
for floor-ceiling and 3-hour for columns 
were readily achieved. 

Apartments are finished with oak 
parquet floors, except that resilient tile 
and ceramic tile are used for kitchen 
and bathroom floors. Bathroom walls 
have ceramic tile at the tub only. Ex- 
tensive use will be made of wall cover- 
ing for bathroom and corridor walls. 
Corridor floors will be carpeted. The 
lobby is mostly glass and, therefore, will 
be draped; the ceiling is а зргау-оп 
acoustic material; floors are impervious 
or carpeted. 

Among the subcontractors and sup- 
pliers are McKinney Drilling Co., Alex- 
andria, caissons; American Masonry 
Construction Corp., Falls Church, ma- 
sonry; Barber & Ross Co., Washington, 
D. C., structural steel, steel joists, and 
Continental Corporation, Falls Church, 
electrical work. 


W. E. BROWN 


INCORPORATED 


PLUMBING, HEATING, Arr CONDITIONING 
& ELECTRICAL CONTRACTORS 


Service — Repairs 
Аш CONDITIONING 


Charlottesville 296-6268 915 Monticello Rd. 
CHARLOTTESVILLE, VA. 
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VIRGINIA MILLWORK CORP. 


Specializing in 


ARCHITECTURAL MILLWORK 


1233 Jefferson Davis Hwy. OTis 4-6812 
ARLINGTON, VIRGINIA 


ANDREWS LARGE & WHIDDEN INC. 


St. Reg. # 5433 
INDUSTRIAL—COMMERCIAL—INSTITUTIONAL—RESIDENTIAL 


P. O. Box 527 Phone 392-3119 


FARMVILLE, VIRGINIA 


LEONARD M. EMBREY 


General Contractor I 
COMMERCIAL * RESIDENTIAL * INDUSTRIAL 


St. Reg. # 4023 


Good GAS Service 


432 Riverside Drive Phone ES 3-4640 
since $ 


FREDERICKSBURG, VIRGINIA 


THE PETERSBURG & HOPEWELL 
GAS CO. ! 


The Friendly People 
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John С. Kolbe Company (Continued from page 39) 


General contractor was Alexander Building Construction, 
Inc., of Richmond, with the following subcontractors and 
suppliers, all Richmond firms unless otherwise noted: 

Riner Construction Co., excavating; Asphalt Paving Serv- 
ice, Inc., paving; C. A. Guard, Varina, masonry, stone work ; 
Cruickshanks Iron Works Co., steel; John К. Houck, steel 
roof deck; John H. Hampshire. Inc., roof deck, insulation; 
R. Willison Roofing Co., roofing; Allied Glass Corp., win- 
dows, glazing. 

Also, Harris Painting Contractors, painting; Masonite 
Corp., Chicago, Ill, paneling; Southern Waterproofing & 
Concrete Co., Inc., waterproofing; Manson & Utley, Inc., 
acoustical, resilient tile; A. Bertozzi, Inc., plasterboard; L. L. 
Worrell, ceramic tile; H. Beckstoffer's Sons, millwork; The 
Staley Co., Inc., steel doors and bucks; Welton Co., hand- 
rails; Northside Electric Co., electrical work; Garland L. 


R. Stuart Royer & Associates 


Consulting Engineers 


15 W. Cary St. Richmond 20, Va. 


Dial MI 4-2651 


WATER SUPPLY SEWERAGE SYSTEMS 
SEWAGE DISPOSAL 


Incineration — Rate Studies 


Cole, plumbing; Community Heating and Air Conditioning 
Co., air conditioning, heating, ventilating. 

Foundations, concrete work and carpentry were done by 
the general contractor. 


Richmond Stationery Company 
(Continued from page 37) 


retail sales room, two private offices and shipping room, 
and a 1,600 square foot stockroom. 

Subcontractors and suppliers included Willis & Willis, 
Inc., masonry contractor; Capital Concrete Corp., concrete; 
Bowker & Roden, Inc., reinforcing steel; Vulcraft Corp., 
Florence, S. C., steel joists; Allied Glass Corp., glass, glazing 
and store front; Joe M. DeShazo Roofing Co., roofing: 
P. E. Eubank & Co., excavation and grading; Liphart Steel 
Co., Inc., miscellaneous steel; Ashland Lumber Co., Inc. 
millwork. ; 

Others were J. S. Archer Co., hollow metal doors and 
frames, overhead doors; Pleasants Hardware, hardware: 
E. S. Chappell Co., Inc., caulking & weatherstripping: 
West Sand and Gravel Co., Inc., sand and gravel; Wallace 
Ceilings & Sound Conditioning Co., ceilings; Aladdin Tile & 
Floor Covering Co., floors; Rabe Electric Co., Inc., electrical 
work; Wade Mechanical Corp., mechanical contractors; 
E. С. Bowles Co., paving; John De Gaetani, stucco and : 
gypsum wallboard; William Van Settin, painting. ) 


HARRIS 


PAINTING CONTRACTORS 
PAINTING — PAPER HANGING 
INTERIOR DECORATING 


e PROMPT SERVICE е QUALITY 
e INTERIOR - EXTERIOR * WORKMANSHIP 


Dial 282-8551 


RESIDENTIAL — COMMERCIAL 
Free Estimates 


2209 Dickens Rd. Richmond, Va. 


VIRGINIA PERLITE CORPORATION 


Hopewell, Virginia 


Manufacturers a Permal ite PERLITE 


Plaster and Concrete Aggregates 


Masonry Fill Insulation 
(Silicone treated —31water repellent) 


Acoustical Plaster 


Industrial Fillers 


GL 8-4172 


Perlite Concrete Roof Decks 
Licensed Applicators 


J. H. HAMPSHIRE, INC. 
2513 Chamberlayne Avenue 
Richmond, Va. Phone (703) 358-1561 


4626 Annapolis Road 
Bladensburg, Md. Phone (301) UN 4-0300 
e 
THE BONITZ INSULATION CO. 


Box 1289 Phone (919) 275-6156 
Greensboro, North Carolina 
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DODD BROTHERS, 
INC. 


PLASTERING AND DRY-WALL 
CONTRACTORS 
Р.О. Box 251 


PHONE 893-8810 


FALLS CHURCH, VIRGINIA 


W. A. PATTERSON 


ROOF DECK 
& 
ROOFING CONTRACTOR 


RESIDENTIAL — COMMERCIAL 
INDUSTRIAL 


PHONE 798-7366 


ROUTE + 4 
DELLWOOD ROAD 
GLEN ALLEN, VIRGINIA 


GEO. E. MOWBRAY, JR. 
PAINTING СО. 


PAINTING CONTRACTORS 


PAINTING & WALLPAPERING 
RESIDENTIAL 
COMMERCIAL 
INDUSTRIAL 


PHONE EL. 3-4484 
RICHMOND, VIRGINIA 


W. H. BELANGA 
& ASSOCIATES, 
INC. 


GENERAL CONTRACTORS 
ST. REG. 6351 


RESIDENTIAL — COMMERCIAL 
INDUSTRIAL. 


SPECIALIZING IN REHABILITATION 
OF PRESENT STRUCTURES 


1001 W. 44TH Sr. 
PHONE 622-3255 
NORFOLK 17, VIRGINIA 


MCDANIEL-KELL Y 
ELECTRIC COMPANY 
ELECTRICAL CONTRACTING 
REPAIRING 
COMPLETE MOTOR WORK 


PHONE VI 5-4593 
1218 — 12TH STREET 


LYNCHBURG, VIRGINIA 


INDUSTRIAL. DECKING 
& 
ROOFING CO., INC. 


COMMERCIAL © INDUSTRIAL 


1026 SYCAMORE ST. 
PHONE 669-2811 


BRISTOL, VIRGINIA 


221 South 15th Avenue 


E. Н. SAUNDERS 
& SONS, INC. 


St. Reg. #5148 
ELECTRICAL CONTRACTORS 
Industrial—Commercial—Institutional 
LIGHTING FIXTURES 


Phone GLenview 8-6030 
HOPEWELL, VIRGINIA 
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RICHARD L. SHOUGH 


Painting & Papering Contractor 


RESIDENTIAL 


COMMERCIAL — INDUSTRIAL 


Phone ME 2-6042 P. O. Box 390 
MARTINSVILLE, VIRGINIA 


D. R. MOXLEY 


Mechanical Contractor 


HEATING — Ата CONDITIONING — PLUMBING 


COMMERCIAL & INDUSTRIAL 


Phone 236-4745 
Route #2 
GALAX, VIRGINIA 


FREE ESTIMATES 


WEBBER 


AND SON, INC. 
LYNCHBURG, VIRGINIA 


w ws 
ASPHALT PAVING 


Call VI 7-8131 


VIRGINIA RECORD 


READY MIXED 
CONCRETE 


2 PLANTS TO SERVE YOU 
CALL 


b nu 649 я 0 fi 1 3 D Ши ed 
Capital Concrete Corp. 


Darbytown Rd. — Dabney Rd. 
RICHMOND, VIRGINIA 


SMOOTHER-SAFER 
SURFACES WITH 
PLANT MIXED ASPHALT 


ASPHALT PAVING SERVICE 


INCORPORATED 


Darbytown Road at С & О Underpass 
Box 7508 MI 8-0127 
RICHMOND 31, VA. 


5. О. JENNINGS 
CONSTRUCTION CORP. 


Contractors 
Ровис UTILITIES — WATER & SEWER 


Dial 273-0271 
FAIRFAX, VIRGINIA 


BROW N-MOONEY 
Building Materials 
Corp. 


Building Materials for Home and Industry 


1615 East Byrd St. MI 3-2763 


RICHMOND, VIRGINIA 


Founded 1878 


Smyth County Hospital 
(Continued from page 51) 
structure, a separate building houses 
the engineer’s office, locker facilities, 
and maintenance shop—also, the emer- 
gency power generators and control 
panels, boilers, water heating and 
storage equipment, and air condition- 
ing chillers and cooling towers. The 
heat and air conditioning is a 4-pipe 
hot and chilled water system wth air 
handling units in the main building. 
Other features include high pressure 
steam, compressed air, vacuum, nitrous 
oxide and oxygen piping systems; also, 
television receivers with closed circuit 
television, background music and pag- 
ing system, doctors’ register and nurses’ 
call, and intercommunications system. 

The main building is of fireproof con- 
struction with a structural steel frame. 
The floor structures are concrete on 
open web joists. Partitions are non- 
bearing, allowing flexibility. Interior 
partitions on the ground floor are mas- 
onry of structural glazed tile and/or 
lightweight block. Partitions above the 
ground floor are plaster on open steel 
studs for lightweight construction and 
ease of mechanical and electrical utility 
installations. The main utilities are con- 
fined to the ceiling of the corridors 
above the removable acoustical panels 
allowing access to these utilities. 

At present, only three stories will be 
completed for the required 75-bed 
capacity, with the top two floors being 
shelled-in. 

The exterior materials are of exposed 
aggregate and glazed brick panels over- 
hanging a sandfaced brick base and 
flanked by brick end walls. The solari- 
um with southeast exposure is canti- 
levered from the main building and is 
housed by aluminum and porcelain 
curtain window walls. Selection of 
materials gives an accenting color 
scheme of blue and white. 

The main feature of the nursing 
units is the double corridor plan around 
a central patient care core. 

Construction and equipment contract 
costs are as follows: General con- 
tract, $1,424,042.00; accepted alternate 
— shelling in two additional floors, 
$153,415.00; Group I equipment 
(N.LC.), $136,229.40. The unit cost 
on the construction of three floors, and 
including all Group I equipment, is 
$27.20 per square foot. 


MR. BULK BUYER: 
IT COSTS LESS 
TO BUY THE BEST! 
Wax & CLEANER ron FLOORS 
Sears ror Woop, 
Terrazzo & CONCRETE 
Write for folder 
PERROW 
CHEMICAL СО. 
HURT, VA. 


to tell the Virginia Story 


Senseny Road Elementary School (Continued from page 41) 


acoustical tile. Side walls are of paint- 
ed masonry block which absorbs sound 
and requires a minimum of upkeep. 

The school also contains a teachers’ 
lounge, medical or examining room, 
complete kitchen facilities with a walk- 
in freezer, and conduit for a sound and 
television system. 

The total building will enclose nearly 
35,000 square feet of space providing 
20 classrooms for grades one through 
six and designed for an additional ten 
classrooms to be added later. The 
grounds provide ample playground 
space away from vehicular traffic, along 
with walks, drives and parking for 


Entrance 


Mount Airy Glass Company, Ine. 


Mount Airy, N. C. 27030 
Phone 786-2163 


COMPLETE GLASS SERVICE 
SPECIALIZING IN STORE FRONT CONSTRUCTION 
TO YOUR SPECIFICATIONS 


Facing Material 
Canopies 
Natcor Aluminum Architectural Products 


Estimates Given Freely 


more than 25 cars, plus an area for 
parking five busses to the rear east side 
of the building. 


SUBCONTRACTORS & SUPPLIERS 


(Winchester firms unless otherwise noted). 

Perry Engineering Co., Inc., excavating; 
Shockey Bros., Inc., prestressed concrete beams; 
Leonard Smith Sheet Metal & Roofing, Inc., 
Salem, roofing; Brown & Grist, Inc., Newport 
News, aluminum windows; Economy Cast Stone 
Co., Richmond, precast panels; Manson & Utley, 
Inc., Charlottesville, acoustical tile; Common- 
weaith Tile, Inc., ceramic and quarry tile; 
Standard Tile Co., Inc., Staunton, resilient tile; 
Miller Mfg. Co., Inc, Richmond, millwork; 
Roanoke Engineering Sales Co., Inc., Roanoke, 
steel doors and bucks; Chandler Electrical Co., 
Front Royal, electrical work; Glen Olinger, 
Woodstock, plumbing, heating and ventilating; 
John S. Miller Co., hardware. 


Curtain Walls 


EASY TURKEY... 
WITH NO WASTE! 


Shenandoah's 
Boneless Turkey Roast 


All the solid, sliceable meat of 
a whole turkey 3 times its 
weight! No bones...no waste. 
Just lots of tender white and 
luscious dark meat. Seasoned, 
rolled and tied...frozen fresh. 
Ready to roast, slice and eat. 
Simplel Delicious! 
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Nelson Roanoke Corporation 


Distributors 


Hardware, Paints & Varnishes, Sporting Goods, Plumbing & 
Heating Equipment, Electric Water Systems, 
Finishing Hardware, Industrial Supplies. 


901 - 11th Street, N. E. Dial 343-2481 
ROANOKE, VIRGINIA 


-Builders- 


LAWSON A. MOTLEY 


Electric Gontractor 


J. L. Parker 


GL 8-6338 


ELECTRIC WORK or Arr Types! 


Industrial Commercial Residential 


Specializing in Electric Radiant Heat * Lighting Fixtures 


Call SW 2-5145 2227 N. Main St. 
DANVILLE, VA. 


Electrical 


Contractor 
ито HOPEWELL, 


VIRGINIA 


RESIDENTIAL 
COMMERCIAL 
INDUSTRIAL 
FIXTURES 


Lowe & Nelson 


WIRING Plumbing 
REPAIRS & 
Heating 


For Estimates 


BROOKS-GRAY SIGN COMPANY, 
INC. 


WE MAKE, REPAIR AND MAINTAIN NEON SIGNS 
NEON - PLASTIC SIGNS Leased and Built to Your Specifications 
ALL KINDS OF METAL LETTERS 


ROANOKE, VIRGINIA Free ESTIMATES 
2661 Hull Street Dial 233-8334 


RICHMOND, VA. 


Corp. 


Phone Milton 8-5557 
Phone DIamond 4-5834 


3722 Vawter Ave. 
RICHMOND, VIRGINIA 


1817 Salem Avenue 


Educational TV 
(Continued from page 21) 


soundproof viewing windows overlook 
the studio and future studio areas. 


The master control room is 40' 
square with an engineer's office and re- 
pair room and a switchgear room par- 
titioned off from the control and trans- 
mitter areas. This room contains the 
latest in television broadcasting equip- 
ment which, together with a 700’ high 
transmitting tower, enables the pro- 
grams to serve a radius of 50 to 80 
miles. 


Adjacent to the master control room 
is a large storage room for film and 
tape, 


The exterior and interior are of 
painted Solite block which has been 
laid in an alternating pattern to pro- 
vide an interesting yet economical 
texture to the wall surfaces. 


The entire building, except for the 
property storage room, is air condi- 
tioned by five heat pumps mounted on 
the roof. One heat pump conditions the 
interior spaces of the administration 
wing. One unit conditions the produc- 
tion studio, one the production control 
room, one the tape and film storage 
room, and one the master control room. 
In addition the outside offices have 
built-in window units so that each space 
can be individually controlled. 


This facility bears the call letters of 
WCVE and its channel is 23. It is fur- 
nishing to the schools and homes of 
Virginia a wide variety of excellent 
educational programs. It also provides 
school administrators in the area with 
a means of reaching all teachers visually 
and simultaneously. The entire region 
is responding enthusiastically to the 
services provided by this latest tool in 
the educational field. 


AMES AND WEBB, 
INC. 


Pavine Since 1933 


Conerete and Asphalt 


Paving Contractors 


SHIRLEY WAREHOUSE 
(Continued from page 45) 


Charles H. Tompkins Co., Washing- 
ton, D. C., is general contractor and is 
handling the subtrades of foundation 
work and carpentry. Subcontractors 
and suppliers include the following 
Washington firms, unless otherwise 
noted. 

Hyattsville, Md., 


Springfield, con- 
ks, Inc., Arling- 


Arnold Parreco & Haass, Inc 
excavating; Virginia Concrete C 
crete; Atlas Machine & Iron 
ton, steel, steel roof deck, handrails; Warren-Ehret 
Co., Brentwood, Md., roofing; Hires Turner Glass 
Co., Alexandria, window walls, glazing; William P. 
Nelson, Inc., masonry. 


Also, Edward W. Minte Со, Inc. pain i 
Tonstad Caulking Co., Alexandria, waterproofing; 
Bilton Insulation Su ply, Inc. Arlington, insu- 
lation, acoustical; по i. Mitchell, Inc., plaster; 
American Mosaic Co., Inc., ceramic tile; Gott's 
Linoleum, Inc., ; Printz Floor Co., Inc., Ar- 
lington, wood в; W. T. Galliher & Bro., 
millwork; Overly Mfg. Со., American Metal Door 
Inc., steel doors and bucks; Dominion Electric 
y Inc., lighting fixtures; Metropolitan 
ctric Co., Inc., electrical work; Lloyd E. Mitch- 
ell, Inc., plümbing fixtures, plumbing, air condition- 
ing, heating, ventilating; Horner Elevator Co., Inc. 
elevator; Builders Hardware, Bethesda, Md., hard- 
ware. 


BUTLER BUILDINGS 
the low-cost way 
to build well 
Quickly erected. Easily expanded. All 
metal sidewalls. Choice of factory- 
applied color. Clear span interiors up 


to 120 feet wide—any length, single and 
multiple units. Call us for details. 


DISTRIBUTORS, 
SOUTHWEST VIRGINIA 


FRYE 
BUILDING 
COMPANY 


General Contractors 
St. Reg. # 5659 
DI 4-9692 P. O. Box 616 
ROANOKE, VA. 


Smith Residence 
(Continued from page 43) 


massive brick chimneys. Wood cornices 
and trim recall the elegance of the 
period. The interior plan was so ar- 
ranged as to give all but one guest room 
a view of the water; the living room 
runs the full width of the house. 

From the upstairs rooms, one can 
look across the bay and see the barrier 
dunes facing the Atlantic ocean. Richly 
detailed woodwork, including under- 
the-window paneling, carved marble 
fireplace surrounds, cornices and arched 
openings, as well as pegged floors, pro- 
vides the requisite elegance for enter- 
taining. A study at the other end sup- 
plies a retreat and a place to work. The 
balance of the first floor contains vari- 
ous service areas, a breeze-way with 
barbecue facilities and a two-car garage 
with space for water filtering, power 
generating and general yard storage. 

On the second floor, the master bed- 
room runs the width of the house with 
adjoining dressing, closet and bath 
areas. Two guest rooms and their ad- 
joining areas complete the second story. 

A zoned air conditioning and heat- 
ing system ensures physical comfort. 

A split electric panel was provided 
in case of power failure, whereby one 
panel can be disconnected from the 
regular service by throwing a switch 
and connected to a standby electric 
generator. 


SUBCONTRACTORS & SUPPLIERS 

A. W. Baggett Construction Co., Inc., Virginia 
Beach, general contractor, excavating, founda- 
tions, concrete, roofing, masonry, carpentry and 
structural wood, waterproofing and weatherstrip- 
ping. 

Also from Virginia Beach: Premier Mil'work 
& Lumber Co., windows, paneling, mi.lwork. 
handrails; Pallette & Ives Painting Contractors. 


painting; M. Greer, plaster; J. B. Basnight, elec- 


trical work; Earl M. Garrett, plumbing (Noland 
Co. fixtures). A 

From Norfolk: Buzzy's Fuel ОП Service, insula- 
tion, heating; J. C. Law & Son, Inc., wood floor- 
ing; Edwin E. Bibb & Co., lighting fixtures; 
Seaboard Paint & Supply Co., Inc.. hardware: 
Custom Kitchen Distributors, cabinets and 
all kitchen appliances. 

Also, Clarence E. Swain Tile Co., Portsmouth 
stone work, ceramic and resilient tile. 


Asphalt Roads & Materials 


Co., Inc. 


Box 2065, Lynnhaven Station 
VIRGINIA BEACH, VA. 
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Alfred Scalabrin 
W. F. Stier, Jr. Plumbing & Heating Co. 


PLUMBING & HEATING 


Masonry Corp. CONTRACTORS 


Residential — Commercial 


Industrial 


Phone 737-8422 


237 N. Oak Avenue 


RESIDENTIAL Highland Springs, Virginia 


COMMERCIAL 


INDUSTRIAL 


G. S. DUVAL, JR. 
Phone 855-3441 


2715 Wyoming Ave. Insulation Contractor 


А 
Norfolk, Va. RESIDENTIAL 


Phone CR 7-5230 


ARCHITECT SERVICES Roseland, Virginia 


DON’T COST — THEY PAY! 


MONTGOMERY CONSTRUCTION CO., 
INC. 


General Contractors 
St. Reg. #6015 
LYNCHBURG, VIRGINIA 


P. O. Box 129 
SALEM, VIRGINIA 
DISTRIBUTORS OF 


YALE & TowNE 
FiNisH HARDWARE 


Phone DU 9-5479 


MARUS MARBLE & TILE CO., 


Ceramic Tile 


MARBLE TERRAZZO 


1425 WESTOVER TERRACE GREENSBORO, NortH CAROLINA 


Hopewell High School 
(from page 43) 
placed on technological subjects, such 
the community wanted special emphasis 
Vocational School was not practical, 
as science, and shop facilities. In line 
with this, Hopewell High has the facil- 
ities to provide its students with a far 
more comprehensive program in these 
fields and to prepare the students for 
the adult world which they will enter. 


SUBCONTRACTORS & SUPPLIERS 

From Petersburg: Andrews-Joyner Iron, Works, 
steel erection, etc.; Appomattox Construction Co., 
sidewalks, curbs, gutters; Builders Supply Co. 
of Petersburg, Inc., carpentry, wood doors; L. S. 
Holderfield, grading, filling and seeding; Orkin 
Exterminating Co., Inc., termite treatment, 

From Richmond: J. S. Archer Co., partitions: 
Cottrell Flectronics Corp., sound system; Dages 
Co., folding doors; Economy Cast Stone Co.. 
stone, precast concrete arches; J. B. Eure!l Co.. 
fiber roof deck slabs; Harris Heating & Plumbing 

mechanical contractor; Liphart Steel 

structural steel, miscellaneous meta's; 
N. W. Martin & Bros., Inc., roofing and sheet 
metal. 

Also from Richmond: Modern Schoo! Equin- 
ment, Inc., chalkboards and tackboards; McL. 
O'Ferrall & „ acoustical tile. dry hung ceilings 
insulation over ceilings: Pittsburgh Plate Glass 
Co., glazing; Pleasants Hardware, toilet room ac- 
cessories; Republic Steel Corp., steel joists, steel 
roof deck; Roanoke Engineering Sales Co., Inc.. 
metal windows and panel units, vault door, fla 
pole, metal shelving, plastic glazing panels; Vir- 
ginia School Equipment Co., Inc., food labora- 
tory equipment. 

From  Norfo'k: Atlantic Equipment Corp., 
kitchen equipment; Warner Moore & Co., Inc., 
gymnasium and music department equipment. 
auditorium seating; Withers-C'ay-Utley, — Inc., 
metal doors, frames and partitions; Fire Equip- 
ment Engineering Co., fire extinguishers, 

From Hopewell: Prince Paving Co., Inc., 
paving of parking area and drives; E. H. Saun- 
ders & Sons, Inc., electrical work; Wilson & 
Nye Masonry Contractors, masonry. 

Ако, American Longspans, Inc. Columbia, 
S. C.. longspan joists; A. Belanger & Sons, Inc.. 
caulking. waternroofing: Baran Stage Curtain 
Mfg. Co., Baltimore, Md.. stage dranes. rigging 
and equinment: Howlett Hardware & Specialty 
Co., finish hardware: Montague-Retts Co.. Inc.. 
Lynchburg, reinforcing steel, building plaques; 
Joshua Swain & Co., Inc., Portsmouth, tile and 
terrazzo. work; Shaw Paint & Wall Paper Co.. 
Inc., painting; Winkleigh Swstems, Inc., Scotts- 
ville, gymnasium floors, wood flooring. 


The school is a masonry and panel 
wall structure accented with natural 
stone, exposed aggregate and porcelain 
enamel trim. Interior partitions are 
block with tile wainscot in the public 
area and polyester wainscot in the in- 
structional facilities. 

The school features electric heating 
throughout. The cafeteria, library and 
administrative suite are air conditioned 
and the rest of the building can be 
air conditioned, a section at a time, by 
the simple expedient of providing cool- 
ing chassis for the incremental heating 
units. 


Рноме BR 3-8205 
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to tell the Virginia Story 


E. H. GLOVER, 
INC. 


General Contractor 
St. Reg. # 4978 


COMMERCIAL — INDUSTRIAL 


INSTITUTIONAL 


P.O. Box 1006 Phone 481-2666 
FALLS CHURCH, VIRGINIA 


FRANK 5. LEAKE 
CONSTRUCTION 
COMPANY 


General Contractor 


INDUSTRIAL & COMMERCIAL 
NEW CONSTRUCTION 
& 
RENOVATIONS 


* Budget Estimates & Negotiated Contracts 
Receive Maximum Attention? 


Marse Building е Suite 107 
4905 Radford Avenue 
Richmond, Virginia 23230 


PHONE 358-2307 
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STORE FRONTS A SPECIALTY 


ALLIED GLASS 
CORPORATION 


33 Years Experience 


SPECIALTIES 


* “CORNING” Grass Fon LIGHTING 
* ALUMINUM ENTRANCES 
* CURTAIN WALLS * WiNbow WALLS 
+ CoLonGUARD TRANSPARENT SHADES 
* Mirrors * Тов ENCLOSURES 
* SLIDING ALUMINUM Patio Doors 


Call 353-4429 
HERB М. DELANEY 


Our New Address: 
3302 West Clay Street, Richmond, Va. 


JOHN W. DANIEL 
& CO., INC. 


General Contractors 


Telephone SWift 2-1111 
P. O. Box 458 


DANVILLE, VIRGINIA 


- 


MARSHALL RIGGAN 


— ш 
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TAUSCHER W. R. MANCHESTER, 
ROOF DECK INC. 


COMPANY GENERAL CONTRACTORS 


ST. REG. #2062 


ROOF DECK CONTRACTORS COMMERCIAL — INDUSTRIAL 


RESIDENTIAL 


PHONE (615) 968-1031 

637 S. VAN DORN STREET 
1608 EDGEMONT AVENUE 

PHONE 354-5636 
BRISTOL, TENNESSEE 

ALEXANDRIA, VIRGINIA 


RINER 
CONSTRUCTION 
со. 


CONTINENTAL 

EXCAVATING CORPORATION 
& 

LANDSCAPING 


CLEARING — GRADING ELECTRICAL CONTRACTORS 


SURFACE PAVING 
ROADS — STREETS — DRIVEWAYS 


DIAL CO 6-4778 7115 LEESBURG PIKE 


“EQUIPMENT RENTAL" FALLS CHURCH, VIRGINIA 22043 


6000 CHAMBERLAYNE RD. TELEPHONE: 533-0420 
RICHMOND, VA 


Disturbia 
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became too distant to serve the com- 
munities, and minor shopping centers 
developed for convenience. In time, the 
extended residential areas themselves 
became so populated as to become no 
more than the far reaches of the city 
proper. 

As no plans were made to adapt the 
center of the cities to this phenomenon, 
something like a group compulsion con- 
tinued the ceaseless geographic spread 
of residences to such a remoteness from 
the original city that the clusters seem 
unattached to anything. They could 
certainly not be classified as sub-urban, 
since they bore no relation to an urban 
community. As these detached clusters 
seem to rise out of the earth in no 
relation to any previous pattern, they 
so reflect a contemporary condition that 
they might be called “dist-urban.” 

This reflection of our times has oc- 
curred, as was said, through the re- 
sponsibility of no one. That is to say, 
no persons or agency produced this 
disturbia nor the conditions which it 
reflects. It is, however, also to say that 
this formless growth, dooming the cities 
to blight, could have been prevented by 
vision and energy in city planning. 

The waste lands that are obliterating 
the countryside are like weeds: no one 
is responsible for weeds either—in the 
sense of planning, planting, and culti- 
vating weeds. They are the results of 
negligence. 

It is very late in the day to try to 
check the present trend, and it will not 
be affected significantly by such make- 
shift measures as some downtown civic 
center. The trend can only be checked 
by heroic measures which anticipate 
the future instead of closing a battered 
door after the horses are gone. 
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J. У. RICHARDSON, 


Inc. 


GENERAL CONTRACTOR 
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10 LB. COOKED HAMS PREPAID, $16.95 
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Carl Padow 
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LANDSCAPE CONTRACTORS 
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Building, re-módeling or simply adding- 
on... be sure to call for first family brick. 
The exclusive blend of clays found in first 
family brick assures your branch of new 
strength, unique and lasting beauty — 
the look of “home office” quality. Build 


Build it better with First Family Brick 


Building 
a new 
branch office? 


— < 


Аа] 


it better — build it right... with first 
family brick. 

Brick from Boren, Kendrick, Broad 
River. Crafted with pride, fired with 
beauty. 


KENDRICK | BROAD RIVER. 


Divisions of Boren Clay Products Company, Pleasant Garden, N.C. 


Architects Perkins and Will achieve an awe-inspiring architectural effect with the use of BUCKINGHAM® 
SLATE PANELS from Virginia on the magnificent United States Gypsum Building. The natural character 
of the multi-million year old slate panels reflect the beauties and wonders of this earth while the structure, 
a marvel of modern building technology, soars into space above Chicago. Like brush strokes across an 
artist’s canvas, the natural cleft texture of the BUCKINGHAM® SLATE adds dimension and humanistic feel- 
ing to the whole city area and the building becomes a timeless work of art. Catalogs on BUCKINGHAM® 
SLATE panels, flooring and roofing in Sweet's and Stone Catalogs. Listed in AIA Building Products Register. 


BUCKINGHAM-VIRGINIA SLATE CORPORATION, 1103 EAST MAIN STREET, RICHMOND, VA. 


When is a single little piece of ceramic 
tile worth $100? When you don't have it + 
to complete a $100 installation. Ап ип- Ф 
finished installation can hold up other 
trades, total job completion, and even 
payment for days, weeks, a month or 
longer. Mid-State protects you from these 
costly delays with a "customer-planned 
inventory." Data processing equipment 
records sales of every size, shape, and 
color, then projects future sales. Inven- 
tory is stocked to anticipate your orders. 
From this planned inventory your order is 
shipped without needless delay. This de- 
pendahle service and quality have made 
Mid-State one of the South's largest pro- 
ducers of ceramic tile. For more informa- 
tion, see our catalog in Sweet's or write 
for your free copy today. 


$100.00 


mid = state 
tile co. 


Box 627 + LEXINGTON, N. C. + 246-5915 


Member of Tile Council of America, Inc. 
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